Electrical World 


A 


Accounting 


Billing errors in Kansas P&L’s 
Lawrence division cut by data proc- 
essing machine (N) Aug. 12 

Electronic tax returns save Consoli- 
dated Edison time and effort (N) 
Sept. 16 

Rule changes on liberalized deprecia- 
tion debated at FPC hearing (N) 
Sept. 23 

Rule changes on liberalized deprecia- 
tion—utilities ask: h change 
rules? (N) Sept. 30 

What next for liberalized deprecia- 
tion? (N) Aug. 


Advertising (see also Public Relations) 


Burndy adds traveling display units 
(N) Aug. 19 

ECAP’s next atom ad to highlight. 
progress (N) Sept. 23 

Kefauver, Sen. Estes to draw bead on 
power ads (N) July 29 

Rochester G&E wins NEMA window | 
display contest (N) Sept. 2 

Ten big decisions for 1958—report ~ 
Can we draw the line in the political 
fight against electric company ads? 


Conditioning 


Acme Metal Products find air condi- 
tioning key to accurate machining. | 
Cc. C. Millar, July 8 

a conditioner supermarket (N) a 


Air conditioning speeds card output 
at Crescent Card Co. Oct, 2 

Build compact a.c. tester. 
Chittenden, July 29 

Carrier finds automation thrives on 
conditioned air (N) Oct. 21.. 

Carrier Corp. sees 4% sales jump in 
‘68 (N) Dec, 30...... 
Drive-in features clean, cool air over- 
head pumped into cars. July 1. 
FHA rule helps air conditioning (N) 
Nov. 26 

Florida Power boosts air conditioning 
with “Weather by Wire” (N) July 
15 

Gas- fueled air ee 
than you think? July 1 
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New Jersey shopping center gets air 
conditioning (N) July 2 

Rejects drop, output grows with novel 
air conditioning at Hires Castner & 
Harris. L. Albertson. Dec. 

Rockefeller Center takes air condi- | 
tioning lead (N) Oct. 7 

Univ. of Dallas air conditioned 


Alaska 


Potential minus load (N) Sept. 16.... 


Anniversaries 


Chance Co. celebrates golden anni- 
versary (N) July 8 

Sporn cuts cake marking regulator | 
silver anniversary (N) Dec. 30..... 


Appliances 


Appliance servicing—the rotten apple 
(Bd) Nov. 4 

Appliances sold by TV (N) Sept. 2... 

Dehumidifiers sales up (N) Aug. 12.. 

Dish washers—selling plans and pro- 
motions. Dec. 

Home economist has vital appliance 
role. Nov. 25 

Men do the shopping in appliance 
stores (N) July 8 

NARDA survey pegs appliance dealer 
"67 headaches (N) July 15 

See electronic ranges at % million 
yearly by '65 (N) Aug. 26 

Southern California Edison kicks off 
dryer campaign (N) Dec. 9 

Water heaters—top ten models chosen 
CN) Sept. 30 


Area Development 


How heat pumps help spur area de- 
velopment. J. B. White, Sept. 30.. 


Argentina 


Projects bids invited (N) Aug. 26.... 


Associations 


ABIC 73rd annual meeting—Beckjord 
succeeds Barney at helm as mem- 
warn and research hit highs. Nov. 


AIDE Barrett views new policies (N) 
uly 
AIEE_ board sets new policy a 
Pt I, July 1 
Pt Il, July 15 


AIEE—Coover backs “rele ereup 
(N) July 8 


off (N) O 21 
Aime Fall aenatil Meeting iNy ‘Nov. 


AIEE meeting at Pasco, Washington 
CN) Sept. 23 ...... 

AIEE Pacific General Meeting will 
present “atom” papers (N) July 22. 

—_ Summer General verrhee July 

AMCA sets up program on ‘Yan tests, 
performance (N) Oct. 21......sse+.+ 

APPA 14th Annual Convention. July 
36.85 

ASA reports progress on “ii ‘standards 
(N) Oct. 21...... 

American Gas ‘Assn. reports 8%% gas 
heat gain in 1956-57 (N) July 15. 

American Society of Mechanical Engi- 
neers’ annual meeting discusses true 
cost of coal (tables) Dec. 23. 

“Congress on Better Living” will be 
held in besten cr cme D. N) 
Sept, 2 .... 

EEI Accident Prevention Committee 
ineeting — ee —_—_ 
stressed, Dec. 2.. 

EEI announces awa: 
motion (N) Dec. 16 

EEI book is basic reference for to- 
= 4 sneeceraene power systems. 


s "how to’ sessions plans laid for 
education push (N) Oct. 7......... 
EEI Industrial Relations Committee’s 
10th Annual Round Table Confer- 
Sune will be held — 23-25 (N) 


Ju 8 
muI—Meafec, J. W. is new head; Cor- 
ette, J. is . BE. gets vice presidency (N) 


EEI report views systems planning 
trends (charts & tables) July 15... 

EEI System and Equipment Group 
Denver meetin rotor prewarming 
studies cited (N) Oct. 21 . 

EEI 10th Annual Round Table Confer- 
— $3 explore employee eiteney 

ug. 

ESI to accept affiliates (N) “Aug. je 

EIMA—“insulation makers vote to keep 
working group (N) Dec. 23 

Electrical Insulating saenenaane Assn. 
is born (N) Nov. 18.....csccecceses 

Engineering groups plan ‘new or ex- 
panded centers (N) Aug. 12... 

Engineering societies center fund drive 
launched (N) Dec. 2 


(Eda) Editorial. ‘Illustrated. ‘N) News. (R) Reference Sheet. 
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Bagtnenciag societies headquarters will 

be on UN Plaza (N) Oct, 7... 

4th Annual Naticnal Power Use Work- 
shop-Conference of the Inter-Indus- 
try Farm Electric Utilization Coun- 
cil. Oct, 28 

ae | 22nd Annual Conference. 


IEA meeting (N) Nov. 4 


IES holds Atlanta conference Oct. 7..* 


Industrial Electrification Council 
schedules seven-session course on in- 
dustrial distribution systems 
Dec. 9 

Let's humanize our industry meetings 
(Ed) Aug. 12 

NAED 48th Annual Convention—exec 
scores “distribution by expediency” 
(N) July 8 . 

NAEM Wire & Cable ‘Section meeting 
(N) Dec. 16 ... 

NARDA survey pegs appliance dealer 
"67 headaches (N) July 15 

NARUC annual meeting (N) Nov. 18. 

NELPA hits gas invasion of Pacific 
NW (N) July 8 

NELPA meeting urges weedeonses 
public relations effort (N) Sept. 30. 

NEMA Annual Convention. Nov. 25. 

NEMA appliance meeting (N) July 15 

NEMA organizes Pole Line Hardware 
Subdivision (N) Nov. 18 

National Conference on Applied Mete- 
orology (N) Nov. 11 

National Power Use Work-shop-Con- 
ference will be held in Denver, Sept. 
29-Oct. 1 (N) Sept. 2 

Northwest Public Power Assn. annu..! 
power use workshop, Nov. 25 

PCEA Hawatlian Conference told get 
into nuclear-power ‘act’. Dec. 16. 

PEA Electrical Equipment Committee 
meeting (N) Dec. 9... eee 

PEA 50th annual meeting. Oct. 28:: 

PEA—the road ahead (N) Oct. 14. 

PEA Systems Operation Committee 
meetings, Nov. 25 

PEA System Planning 
meeting (N) Dec. 16 

PEA T&D Committee hears utilities 
will spend most on transmission and 
distribution (N) Dec. 2 

Rocky Mountain Electrical 
annual meeting (N) Nov. 11 

SEE four-session meeting at Atlanta, 
Ga. (N) Oct 14 

Southeastern Electric Exchange sales 
meeting, Nov. 

Tenth Annual Power Distribution Con- 
ference cites EE schooling deficien- 
cies, Nov. 

That’s what assvciation means (Ed) 
Oct. 21 

Wisconsin Utilities Assn. annual con- 
vention (N) Nov. 


Atomic Energy (See Nuclear Power) 


Atomic Energy Commission 


Cuts 765 Mw of its power demands 
(N) Aug. 12 

ETRC to reveal vital “family secrets” 
(N) July 2 

Half of 57 ORSRT graduates in elec- 
trical industry (N) Sept. 23 

Organic-moderated reactor 
finished (N) July 8 

President Eisenhower names 2 Tru- 
man men to AEC; a move,’ 
says observers (N) July 

“sc a role eveives Geabie} 
e 


Australia 


Planning three power stations (N) 
Sept. 2—168, Sept. 

Stakes $1-billion claim on Snowy 
Mountain’s 2,620-Mw payload, Sept.2 


Awards 


American Barge Line honors Philip 
ae (N) July 15 
Magazine announces awards we 
wiring promotion (N) Nov. 25. 
McCall, Laura award will go to to 
home service woman (N) Oct. 7. 
or Award to Electro-Motive Div. 
° 


62 
114 


- 142 


M for diesel work (N) Nov. 25.*144 


B 


Boilers 


Babcock & Wilcox making boiler for 
Duquesne Light (N) Nov. 11 

Babcock & Wilcox to build variable 
pressure boiler for Southern Cali- 
fornia Edison (N) Dec. 16.... 

Causes of boiler-tube leakage traced 
c. E. Shay, Aug. 1 

Combustion Engineering boiler sales 
total $25 million for 6 weeks (N) 
July 15 

Dumps condensate, boosts unit output 
Bart Montiegel, Sept. 30 

Once-thru boiler used for subcritical 
operation at Dayton P & L. H. EB. 
Gismond, Dec. 23 

Turbo furnace sales up (N) July 29. 

Utility chair speeds boiler mainten- 
ance, July 8 


eee eee eee eee eee eee) 


(Ed) Editorial. 
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Bonneville Power Administration 
Computer supplants analyzer, July 15. 


Revenues climb (N) Oct. 28 Boece 


Bureau of Reclamation (see Reclamation 
Bureau) 


Buses 


Corona shields prevent radio interfer- 
ence on 138-kv bus. A, A. Milusich 
Aug. 5 

Determine 
pipe bus. 
July 1 

Prefabricated weld fittings join alumi- 
num bus at new Utah P&L substa- 
tion. R. A, Radford, Aug. 19 

Silver plated aluminum bus manufac- 
tured by Reynolds (N) Dec. 2 

Three steps lead to economical 
reliable aluminum buses. D. 
Sandell, Nov. 25 


deflections for aluminum 
L. T. Guess (R) (chart) 


Bushings 


Experience backs bushing standards. 
. W. Hill, July 22 
GE's LTC mechantew built on bushing . 
(N) Aug. 19 
Steel crate protects bushings. 
Shelhorse, Aug. 5. 

Store bushings on switching struc- 
tures. C. P. Zimmerman, Dec. 16. 
Tests bushing porcelain for pin holes. 

George Shombert Jr,, Aug. 12 
33-kv bushing modernization modified. 
J. H. Cravens, Dec. 30 


Cc 


Cables 


Aerial cable network in business area 
looks to ultimate underground. 
J, F. Meagher, Aug. 12 

Aluminum armored cable saves at ex- 
panded International Falls paper 
mill, Aug. 19.....-+.eeeeees 

Aluminum cable used for ‘secondary 
mains. L. F. Porter, Aug. 12 

Buried-cable residential distribution 
proves success. Smith & Smith 
(charts & table) Aug. 12. 

Copper finish put on = ‘sheathed 
cable (N) Dec. 

Lightnin 
July 1 

Making straight 
cable (R) Nov. 4 

Making oy joints on aerial cable (R) 
Nov. 

Okoniie’ 

July 1 

PublLec Service Electric 
cable gains extra Mva. 
ford, Juiy 

Rating and construction of pipe-type 
eable, July 15 


& Gan 
J. A. Puls- 


Roebling — to paper cable plant 
. 


(N) Aug. 

Roebling uses vertical vulcanizer for 
cable (N) Sept 

Rome Cable publishes 2nd edition of 
“Rome Cable Manual of Technical 
Information” (N) Dec, 9 

Simplex cable supplied in nee 
phone service (N) Oct. 

Simplex telephone cable will link U. 8.- 
Europe (N) Oct. 

Stop joint joins 69-kv pipe-type to 
oe -filled cable. R. H. Bolling, Nov. 


Submarine cable powers plant pump- 
ing station for Pittsburgh Pilate 
Glass Co. Arthur Kaspar, Oct. 21... 


Cupsoains aerial cable on line poles 
~ 


(R) O Toros 
Two A. to connect San Francisco 
and Hawali phones (N) Aug. 19. 


Canada 


British Columbia project of 3,000 Mw 
is under study (N) Dec. 2 


68 
53 
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*104 


j 5 

CEMA cites an 11% rise in domestic 
production (N) Oct, 28.. 107 

Electrical 
60% in Canada (N) July 15. 

Fights for its own heavy equipment 
market (N) Nov. 11 


manufacturing increases 


Mountain 


= restored at Kitimat (N) Dec. 

Thermal trend grows as BC Electric 
plans 900-Mw plant in hydro area 
(N) Oct, 7 


Capacitors 


Grounded-Y better for 
Harold Stone, Sept. 2 
How to apply 50-kvar capacitors 
underground successfully. Neagle & 

Graham, Nov. 4. 

Sangamo corrects PF at “meter box. 
CN) Nov. 

Seattle City Light’s Bothell a 
tion—capacitors on 115-kv bus cost 
less. Skone & Moody, July 1 

Two-thirds rule used for capacitor 
kvar. L. J. Rankine (R) Dec. 2. 

Vacuum units switch capacitors. J. Ww. 
Rittenhouse, Aug. 


*Illustrated. (N) News, 


capacitors 


built-in powerhouse = 


Capacity Additions 


Boom in big units (N) Oct. 14 

Capacity additions reported to 
(tables) Jul et Aug. 5—44, 
Sept. 9—64, 7—106, Nov, 11. 

Connecticut's Soimt capacity planning: 
how it works and what it can do 
for you. 
Delaware P&L erecting 150-Mw unit 
at Edge Moor station (N) July 22. 
8th annual electrical industry forecast 
1957-1970. A. J. Stegeman (charts 
& tables) Sept. 

Great Britain sets 2,000 Mw rate (N) 
Aug. 12 

Hearn, Richard L. steam generating 
plant will be tripled in capacity (N) 
July 1 

Iowa companies map growth in ‘sur- 
vival’ plan to save $140 million 
(map) Oct. 28 . 

New generation soars, will set record 
in '58 (N) Dec. 30 

Public Service of New Mexico stepping 
up construction schedules (N) Oct. 


Cireuit Breakers 


Federal Pacific redesigns AB breakers 
(N) Sept. 30 

I-T-E to market new line of breakers 
(N) Nov. 1 

Smaller current 
breaker ratings. A, 
(charts) Aug. 5 

Stored-energy closing halts arcing on 
circuit breaker, Dec. 

Westinghouse compressed-air breaker 
installed in Jamaica Station of Con- 
solidated Edison Co. (N) July 1.... 


transformers match 
Conangla 


Communications 


Dictating by wire (N) July 

Kerosene lamps power Russian radios 
(N) Dee. 9 

er weather watchers (N) July 


RCA ships transistorized frequency- 
shift tone system (N) Dec. 3 

Two cables to connect San Francisco 
and Hawaii phones (N) Aug. 19.... 

Two utilities install GE microwave 
systems (N) Dec. 23.....+..+e+s++% 

Wire rope carries communication lines 
(N) Aug. 19 


Condensers 


Allis-Chalmers fabricates 200,000-sq. 
ft. condenser (N) Dec. 23 

Spain installs largest hydrogen-cooled 
synchronous condenser at La Mu- 
darra substation (N) Dec. 23 


Conductors 


Alcoa boosts conductivity of its con- 
ductors to 62% (N) Nov. 1 

American G&E field-tests new tower 
and twin-bundled conductors at 345 
kv. E. S. Zobel, Dec. 9 

Block stops conductor 
Sept. 


L. T. Guess (R) (chart) 


Reynolds Metals Co. develops new 
aluminum overhead power conductor 
(N) Sept. 2 

Three steps lead to economical 
reliable aluminum buses. D. H. 8 
dell, Nov, 25 

Tying and untying 13.2 kv made safer 
and faster. H. M. Wade, Aug. 19. 


Connectors 


Burndy Co. develops’ single-sleeve 
aluminum connectors (N) Sept. 16. 
Savings made in 
Burndy Corp. (N) Dec. 16 


Construction 


be mtechetee plans hold firm (N) Sept. 


51 


72 
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large terminals at o 


Construction progresses on U. S. atom ci 
14 


plants (N) Oct. 

Fire prevention guide on construction 
jobs (R) Dec. 30 

ne saves %hr/pole (N) Aug. 

Horizontal borer saves" on duct bank 
costs at Consolidated Edison, Sept. | 
16 

How Iowa P&L crossed railroad with 
ed duct. Goldberg & Walkup, Dec. 
0 


Idaho Power technique shoots five 
holes per crew-day in solid “pete 
W. G. Bartl, July 8 .... 

Man-lift speeds construction. ‘men “to 
job. F. A. Williamson, Nov. 18. 
Pacifiic P&L’s Swift Dam—steel- pile 
curtain underseals —*. garment 

eo dam. Sep t. 


pannus building “shea cuts buliding 
costs. F. L. Kline, Aug. 26 

Prefabriexted weld fittings join alum- 
inum bus at new Utah P&L substa- 
tion. R. A, Radford, Aug. 19 


(R) Reference Sheet. 
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Cooperatives 


Steel roof decking cuts concrete floor 
costs. A. J. Ormston, Sept. 9 

Submarine cable powers plant pump- 
ing station for Pittsburgh Plate 
Glass Co. Arthur Kaspar, Oct. 21.. 


Controls 


AccuRay will automate battery plate- 
pasting (N) Dec. 9 ine ee 

Alarm system detects incipient icing 
conditions (N) Aug. 26 ..........0. 

Automatic controls aid area loading at 
Northern States Power Co. 
Glass (map) July 8 ... 

Automatic regulator cuts cooling 
water 80%. H. E. Hauer, Sept. 30.. 

Card-programmed control for steel 
mill (N) Sept. 16 é6eee 

Central Maine Power Co.’s automatic 
controls put spinning reserve on line 
in 9% seconds, G. Marshall, 
Aug. 26 .. 


°72 


i : ee « 6&3 
Control LTC’s to operate in parallel. 
. 


W. C. Sealey, Sept. 9 


Load-frequency control runs Niagara 
* 


‘Stations, Oct. 7 
Timer halts salt loss in water soften- 
ers. Brown & Titus, Dec, 16...;. 


(see al R - 
a & dostadetentions ural Electrifica 


Co-ops explore anti-trust suit against 
private utility groups (N) Nov. 25.. 
ee Plan battle brews (N) 
see “acteess ° 
may 


“ ; Ine. 
8 loan i 
5 uh Ld BOG, BO sauces rove ee 
ndiana co-ops warm on elect 
(N) Aug. 26 tg ee 
—— ote Co-op and South 
ssissipi Power Assn. seeki 
tae ek a eseccce eee 
ewis-Clark G&E Cooperative f 
in Pacific Northwest (N) a. 
Of loans and leases (N) Nov. 11...... 
Oklahoma’s Gov. Gary says REA’s 
dream of taking over “whole power 
system” (N) Aug. 5 ...... ee 
Salt River Rural Electric Co-op begin 
ey capital credits (N) Aug. 26.. 
Sout Dakota’s rising use permits 
rates to fall (charts) Aug. 5 ... 
Sunflower Electric Cooperative, 
gets charter (N) Sept. 2 .. 


Energy “Cooperative, 
increase 


Inc. 


Corporate Changes 


Connecticut Power Co. merger wit 
Hartford Electric Light ‘a Co. 
approved (N) Oct 21 .....ceccceees 

Mocwee Sperage Battery Co. and Ray- 
o-Vac o. combin N 

mitt: VN Geccavce = ° . 5 ° hires ° _ 

° o. and Carrier Corp. , 
effective Aug. 1 (N) Aug. %; teeeeee 

Federai Pacific Blectric Co. acquires 
Penn Electrical (N) Nov. 4........ 

Federal Pacific Electric acquires 
Roller Smith Corp. (N) Dec. 9—70 

ask AS lecttie Light Be ; 
artfor lectric Light Co. 
necticut Power Co. coer 

aaa eee PUES DGC pub's keas ce k denne 
eliance ectric & Engineerin » 
yen’ er Electric Co, meres Pe 

Servel A. C. purchase “sketche i ‘by 


a Con: 
merger slated 


*78 
66 


89 


46 


104 


162 


70 


104 


Arkansas Louisiana Gas Co. Nov. 25 116 


Servel, Inc. sells its gas air-condition- 
ing division (N) Sept. 9....... ce 


Corrosion 


Corrosion research—a prudent invest- 

ment (Bd) Aug. 26 ... mn 

Pole-line hardware corrosion test (N) 
Aug. 12 mb's 


Defense 


“Sao home warning device” (N) 

ec. ‘ 6446¥e ens che vies 

When the H-bomb hits—CD alert (N) 
Wee De atdpedbcccwase ‘ 


Distribution 


Aerial cable network in business area 
looks to ultimate underground. J. F. 
Meagher, Aug 12 ....... 

Air-driven auger cuts man 
R. K. Woodson, Oct 7........ 

Aluminum cable used for secondary 


82 


43 


Appalachian Electric Power's step- 
regulator marks 25th anniversary 
(N) July 22 

Arizona PS adapted street light speeds 
slens line maintenance work, Nov. 

Bakelite covering eases installation on 
eables for traffic control system in 
San Antonio, Tex. (N) July 22... 

Buried-cable residential distribution 
proves success. Smith & Smith 
(charts & table) Aug. 

CEI standardizes relay schemes and 
settings. T. E. Dy Liacco, Nov. 18.. 

Carolina P&L controls 23-kv capacitor 
banks economically. Burch Wayne, 
Oct. 14 

Central 
99.96% dependable” (N) July 29.. 

Cleveland controversy—overhead vs. 
underground (N) Dec. 9 

Commonwealth Edison Co. sign warns 
of backfeed, Dec. 9 

Consolidated Edison of N. Y. encount- 
ers sharpest drop in daily one-hour 
peaks due to shift from extremely 
hot to unseasonably cool weather 
(N) July 15. 

Demand curves a 
Sinclair (charts) Oct. 14.. 

8th annual electrical industry forecast 
1957-1970. A. J. Stegeman (charts 
& tables) Sept. 2 

EEI book is basic reference for today’s 
— power systems, Aug. 

EEI report views systems planning 
trends (charts & tables) July 15.... 

Field recording of conduit and man- 
holes (R) Sept. 23.........-++ee+--- 

Florida P&L study—look to aerial 
cable and vaults for serving small 
business areas. Stevens 
(charts) Nov. 25 

Grounded-Y better for 
Harold Stone, Sept. 2 

Hot-line tools get moisture register 
test at Appalachian Electric Power, 
Brust & Campbell, Sept. 16 eas 

How Consolidated Edison drops load 
(N) Aug. 12........ 

How to apply 50-kvar capacitors 
underground successfully Neagle & 
Graham, Nov. 4 one 

How to get more from distribution 
regulators, Enos & Brown (charts & 
tables) Oct. 7 ev tcecseceees 

Hydraulic derricks prove economical 
at Indianapolis P&L, July 29...... 

Industrial supply poses problems. 
B. L. Lloyd, Nov, 11 aeae 

Insulated open wire cuts costs at Bal- 


*14 
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*36 


62 
83 


91 


*53 
75 
96 


*66 
*63 


timore G&E. A. A. Hall Jr., Sept. 16.°101 


Iowa Electric L&P underground con- 
version heralded by newspapers, 
Sept 16 ....cseseee Céebesc 

Iowa P&L-—how long duct was in- 
stalled beneath main-line tracks of 
three railroads. Goldberg & Walk- 
Up, Dec. 30 ...cccccesesseces ° 

Jamaica’s load grows (N) July 15.... 

Kansas City P&L studies reveal 
single-phase service costs less. E, B. 
McBurney (charts & tables) Oct. 28. 


Kyova makes first conduit shipment | 


(N) Oct 7 

Making tee joints on 
Nov. 1 

Mechanize pavement breaking opera- 
tions. R. K. Woodson, Sept. 2 

Mississippi Power Co. and East Missis- 
sippi Electric Power Assn. vye for 
Navy Base load (N) Aug. 5... 

NAED 49th Annual Convention—exec 
scores “distribution by expediency” 
(N) July 8 

Narragansett Electric 
a success in southern New England. 
P. S. Shelton (map) July 29 

Nashville Electric Service System—a 
16% increase (N) Sept. 2 

New York State E&G high tensionline 
insulators being destroyed by van- 
dals (N) July 1 Sires 

Ohio Brass features dynagap 
resters (N) July 15 

112-kva_ distribution 
(N) July 1 eee 

PEA Ason. hears utilities will spend 
most on transmission and distribu- 
tion (N) Dec. 2 ° . 

Plastic cover fits many service joints. 
L. C. Barry, Aug. 

Plymouth Electric restores burned- 
out line (N) July 8 

Prepare for underground residential 
service (Ed) Aug. 12 sans 

Public Service G&E hit by heat, fail- 
ure (N) July 29 

Sectionalize 4-kv underground system 
safety. C. B. Anderson, Aug. 12.... 

Select higher secondary voltage (N) 
Sept. 30 ° 

Small parachute expedites 
cable through pipes, Oct. 14 

Suspending aerial cable on iine poles 
(R) Oct. 7 : 

Take a bold look at 


*66 
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54 
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50 


*69 


*58 


*138 


Survey of 42 utilities reveals resi- 
dential! underground practices, 
Aug. 12 . 

Pre-fab ce 
+ leat reflect area needs, Aug. 


1 
Buried—cable residential distribu- 
tion proves success Smith & Smith, 
Aug. 12 ° Canes 
Sectionalize 4-kv underground sys- 
tem safely, C. B. Anderson, Aug. 12 
Aerial cable network in business area 
looks to ultimate underground. 
J. F, Meagher, Aug. 12 
Aluminum cable used for secondary 
mains. L. F. Porter, Aug. 1 
Two phases can supply 4-wire 120/- 
208 v. H. S. Lewis, Nov. 18 ...... 
2,300-v radial 
J. A. McLellan, July 1 
Tying and untying 13.2 kv made safer 
and faster. 
Union Electric mounts ladder on hy- 


*92 
*96 


economic for motors. os 


H. M. Wade, Aug. 19..*103 


draulic truck derrick. W. R. Bickel, we 


Sept. 23 ‘ oebes 
Utah P&L calls on Bluff (N) Oct. 14.. 
Valley Electric Membership Corp. 

jumper tool is safer bypass, July 8. 
Western Massachusetts Electric uses 

scale model to speed job instruction. 

Cc. C. Wing, Sept. 2.. 

Who'll serve servicemen’s 

(N) Nov, 25..... 


Distribution, Industrial 


Aluminum armored cable saves at 
expanded International Falls paper 
mill, Aug. 19 éeence oe ase 

4-KV distribution serves new office 
building of Connecticut General Life 
Insurance Co. Oct. 21... ....«see0+0s 

High frequency expands for industrial 
tools, lighting, Nov. 4... ia 

Industrial Electrification Council 
Schedules seven-session course on 
industrial distribution systems (N) 
Dec. 9 ‘ 

Industrial modernization—bonanza for 
power sales (Ed) Sept. 9... 

Power-up!—your chance for an indus- 
trial load bonus, Dec, . 

Spot networks prove in for shopping 
center distribution, Nov. 

Submarine cable powers plant pump- 
ing station for Pittsburgh Plate 
Glass Co. Arthur Kaspar, Oct. 21.. 

Utility, industrial planners urged to 
confer, July 15 ........ 


eee weeee 


eee een eweee 


Dixon- Yates 


Dixon-Yates asks U. S. for $2 million 
CN) OCt. TF nccccccersccccsccnsseces 
Dual role misgivings (N) Oct. 28.... 


E 


Employee Training and Welfare (see also 
Labor) 


Card-size units aid training of line- 
men at Gastonia Water & Light 
Dept. R. Van Sleen, Sept. 2 

Community Public Service Co.’s thrift 
plan supplements pension. Ruth Phil- 
lips Steinhauser, July 8.....+++e+-«+ 

Consummers Power puts poison ivy 
shots on trial, Oct. 28 «6e0eeses 

Develop young men, declares Ed 
Stultz, new Potomac prexy (N) Nov. 


ee ewe twee eee rene sees 


11 
EEI’s ‘how to’ sessions plans laid for 
education push (N) Oct. 7 ... 
EEI Industrial Relations Committee’s 
10th Annual Round Table Confer- 
ence will discuss enlarging employee 
effectiveness (N) July 8 ......«+.-+ 
How Consolidated Edison of N. Y. 
helps its employees find a happy 
retirement, Nov. 25. oe 
Kentucky Utilities demonstrates the 
= = hazard. J. R. Thompson, 
ict. 7%, . es 


82 
94 


114 
79 


107 


*109 


Ohio Edison kit aids regulator train- oy 
5 


ing. D. W. Talley, Sept. 1 


Use ‘rouse-power’ to win over your 


utility customers. R. C. Swartz, July 
*7 


Engineers 


Another rise in raises (N) Nov. 18 
Burndy Corp.—engineer’s 
women (N) Sept. 16.... 
Engineering education schooling defi- 
ciencies cited, Nov. 25 
Engineering groups plan new 
panded centers (N) Aug. 12 
How engineers view their lot 
Sept. 23 ° 
Insurance covering “errors and omis- 
sions” supported by professional 


or ex- 


societies (N) Dec. 23 

Photos aid engineers ani management. 
R. C. Dietrich. Oct. 2 

“Standard Handbook Electrical 
Engineers’’—a guide to today’s elec- 
trical art, Dec. 

Today’s obligation 
needs (Ed) Oct. 7 99 

Where does the engineer stand? 86 
ae surveyed. G. W. Peak, 
et. BG) ea00 CS eccesewes 


(R) Reference Sheet. 


. H. G. Hally, Aug. 5 

aces Me Fe on Ane. aS ews .*1 Ten big decisions for 1958—report 7. 
aor odenanide.: cm Sark io Brass’ How can distribution be changed to 
Oct. 14 -kv duty (N) ave we residential loads 

American G&E stores bushings on am Soni Fs 
switching structure, C. P. Zimmer- wNhethe abteeinten =o Tt 

Auoien Gae “temporary os oe. or 
setup specified to save on costs. ‘haat or Oundia (ae 
Wagner, Sept. 30 ..... tables) Aug. 12 


*Illustrated. 


service 
Cc. H. 
*30 


(Ed) Editorial. (N) News. 





Equipment Prices 


Buyers sit wenn as prices rise (iN) 
ely SO .ccoce 

GE cuts prices” on ‘transformers: () 
Dec. 16 

I-T-E setting “equipment prices (N) 
BUS. GB cecese 


Federal Power Commission 


Issues jicenses for Alabama Power and 
a MUD projects (N) 
Sept. 16 ncsscces cea 

Kuykendall, Chairman Jerome 
reappointed (N) Aug. 

Power threatened (N) Sept. 16 


Financial 


Are utilities Cenneen proof? (Ed) 
Dec. 


Construction 
Sept. 30 

8th annual electrical industry fore- 
cast 1957-1970. A. Stegeman 
(charts & tables) Sept. 

Financial outlook: time looks ripe for 
common (N) Oct. 21 asebee 

Financial seminar broadens *manage- 
ment view (N) Oct. 14 

GE ups sales and ines (N) Oct. 


seek alternative to 
clauses, Aug. 

How far should federal spending go 
(N) Nov, 25 

Jackson, W. L. Mfg. sales up 1,000% 
in 10 years (N) Nov. 11 

Kansas P&L fights rising costs (N) 
July 1 

McGraw Edison buys Australian stock 
(N) Aug. 5 

Steady growth characterizes industry’ 8 
‘68 outlook (N) Dec. 30 

Utilities stick to expansion plans (Ed) 
Sept 30 

spending rate will 

period (N) Sept. 16 

Utility spending to dip, says SEC-Com- 
merce (N) Dec. 

Westinghouse—a ms into the black 
(N) Nov. 11 

What is ahead for generating costs? 
(Ed) Nov. 11 ... 

Why ‘energy costs differ (Ed) Oct. 14 


Ash 


Large fly ash collectors to be installed 
for Consolidated Edison (N) July 29 

Niagara Mohawk Power Dunkirk 
Steam Station to get Research-Cot- 
trell fly ash collectors (N) Aug. 26. 

Trace-elements in ash may be valu- 
able (Eé@) Aug. 12 


Foreign Trade 


Argentine grants credit for generator 
imports (N) July 15 

Cuban utility orders $5 million GE 
equipment (N) Sept. 23............ 

International Atomic Energy Agency 
treaty will expand foreign markets 
(N) Aug. 12 


Fuel 


American Gas Assn.: 8%% 
gain in 1956-57 (N) July 15 

Brookhaven to get new fuel elements 
(N) July 15 

Coal—what is its true cost? cies) 
Dec. 23 

Electric utility plants use 12% more 
coal in "56 (N) Sept. 

Figuring coal pile density (N) July 1 

Figuring fuel costs (N) July 

Fuel cost cut by linear programming 
of generation, Nov. 

Fuel for Florida—conversion 
ratural gas (N) Sept. 

Nuclear fuel element is key to eco- 
nomic A-power, July 1 

Portland General Electric—‘hog fuel’ 
conversion (N) Nov. 4 

Vepco unit burns refinery gas, coke 
(N) Sept. 23 


gas heat 


Generators 


Argentine grants credit for generator 
imports (N) July 15 

LBabeoeck & Wilcox to build variable 
pressure boiler for Southern Cali- 
fornia Edison (N) Dec. 

Commonwealth Edison's 275-Mw unit 
has low heat rate. Schmidt & 
Gregory, Oct. 21.. 


(Ed) Editorial. 


Coordinate generator prewarming with 
controlled turbine starting, C. . 
Scharp (charts). Aug. 19......+. 

Duquesne Light—three recommenda- 
tions for safer routine a = 
generators (N) Dec. 2... 

Niagara Project generators 
(N) Oct. 14 

Once-thru boiler used for subcritical 
operation at Dayton P&L. H. 
Gismond, Dec. 23 

Rotor prewarming studies cited at EET 
System and Equipment Group meet- 
ing (N) Oct. 21 

Seattle Department of Lighting in- 
stalls 980-ton generator th 
hard way, Sept. 30 

Turbogenerator use cuts costs 
Cleveland Electric Illuminating 
Buck & Didriksen, July 8 

Uptegraff Mfg. to add impulse gen- 
erator (N) Dec. 9 

Westinghouse ships generator to Hells 
Canyon (N) July 15 

Why did generator rotors burst? a 


pert gives the answers. A. W. Ran- 
9 


Great Britain 


AEA pushes Calder Hall (N) Aug. 5. 

British Columbia Electric lands con- 
tract for six units of new thermal 
plant (N) Oct. 28 

Call atom risks “insurable’’ (N) July 
15 

Fast breeder nears completion. 
M,. Sykes, Sept. 16 

Power ratiug up at proposed Hinkley 
Point station (N) Sept. 

Pumped-storage project 
(map) Oct. 

Runaway plutonium pile jars atom 
program (N) Oct. 21 

Runaway plutonium—public reaction 
is critical (N) Oct. 28 

Runaway plutonium—reactor incident 
caused by instruments (N) Nov. 25.. 

Sets 2,000 Mw rate (N) Aug. 12 

Thermal shield rises at Berkeley 
Power Station (N) Nov. 11 

Thermonuclear link seen in accident 
(N) Nov. 11 


Grounding 


Air compressor saves time in ground 
rod driving (N) July 29 

Appalachian strings line on towers 
with live 345 kv. W. P. Carter, Aug. 
19 

Grounded-Y better for 
Harold Stone, Sept. 

High-speed ground switch. 
Holtz, Oct. 21. 

Substation grounding practices recom- 
mended. C, P. Zimmerman, Aug. 19 


H 


Heat Pumps 


Alabama Power Co. jumps heat pumps 
60% in '66. E. A, Wilson (charts) 
July 8 

All-electric Capehart Housing De- 
velopment for Little Rock Air Force 
Base (N) Aug. 26 

Carolina P & L salesman replaces coal 
boilers with heat pump in Raleigh, 
N. C. office building (N) Dec. 2... 

Electric space heating 1957—report. 
T. R. Jordan (charts & tables), Dec. 
16 95- 

GE'S Brundage ‘cautions SEE utilities 
to get rolling with heat pumps now 
(N) Nov. 11 

How heat pumps helped spur 
development. J. B. White, Sept. 30 

Tampa Electric’s panel helps sell heat 
pumps. G. D. Leach Jr. Oct, 14 

York Corp. to supply heat pump for 
Sylvania (N) July 29 


Heating 


Electric space heating 1957—report. 
T. R. Jordan (charts & tables) 
Dec. 16...... 

How to compute a room’s heating 
needs in 3 minutes. J. B. C. Thomas 
(R) (tables) Dec. 16. 

Ten big decisions for 1958—report 9. 
Will ‘58 see a space-heating break 
through . . . with most utilities 
pushing it? (chart) Dec. 30 

Washington University backs pramerse 
heat meet (N) Sept. 9.......6... 


Heating, Commercial 


Commercial cooking—the “sleeping 
giant’ (Ed) Sept. 16......ce.ee.. 
Commercial cooking: 3rd survey 
(report) (charts * tables) Sept. 
23 osone + 98 
Electric heat screen: “‘privacy & com- 
fort (N) Aug. oo 
Kwhrs heat school ‘in 8,200 degree — 
days. C. W. Berglund Jr., Sept. 16. 
Large deaerator shipped to Con Edison 
(N) July 8.... 


*Tllustrated. 
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*97 


*76 


110 


*78 
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Luxury motel hosts its guests all— 
ouittesiiy. M. I. Stalheim, Dec. 


Utilities eye school heat ABC's (WN) 
Nov. 18.... 


Heating, Industrial 


Barton Mfg. Co. plant finds heater for 
every application. G. C. Wagner, 
AUB. BWarceecscsesevsccsvccccccerses 

Cable keeps ram running. despite 
severe winter weather. G. J. Alden, 
July 15 cobeseoeese 

Candy output climbs as ‘steam yields 
to electric heat at Bachman Choco- 
late Mfg. Co. N. 8, Hartman, Dec. 

Circulation heater cuts acetylene gas 
costs. G, J. Alden, July 8.......- 

Drying glue with high frequency saves 
75%. R. G. Snyder, Sept. 16...... 

Electric heater spurs laggard gas in 


°126 
100 


*84 


103 


*71 


104 


132 


scrap yard. G. J. Alden, Sept. 16.. %132 


Electric oven cuts glass drying time 
by 90%. T. W. Scully, Dec. 9 

Electric vapor-heated kettle boosts 
output and quality in crowded plant. 
G, A. Soule, July 29 

Electrified metal melting pots, thermo- 
statically controlled, boost casting 
quality, raise pot capacity. 
Jones, July 

450 ke speeds too! output. 
Duryee, Oct. 

Heat ducts boost cable quality, trim 
process time at Electric Auto-Lite 


°94 


Co. Thomas Ballots, Dec. 9........ *94 


Heat precision machine shop electric- | 
ally. G. H. Mater, Sept. 2........- 
High frequency speeds up heat eas” 


ing. R. O. Smith, July 22 cae" 


High frequency trims handling, “space 
needs. G. P. Hiteshue, Dec. 2...... 
High temperature conveyor oven 
speeds capacitor production. R. B. 
Russell, Aug. 5. ecveecses 
Immersion heater simplifies gasket 
handling. Edward Paul, Nov. 11. 
Immersion units make mill fat flow 
faster. C. C. Millar, Aug. 26...... 
Infra-red heater beats humidity, “ups 
output at mirror firm, Dec. 

Infra-red oven cracks bottleneck at 
Daffin Mfg. Co. Donald Groome, 
Oct. eossccece 

Infra-red steps up shoe relasting at 
A. S. Kreider Shoe Co. Norman 
Hartman, Dec. 16.. 

Kwhrs heat lumber office” at Calhoun 
Lumber Co. L. Spencer, Dec. 


snesi oven bonds plastic to wood 


24 
*78 


*80 
88 
84 
78 


135 


panel. G. C. Wagner, Sept. 23....%106 


Precision heat is key to quality prod- 
uct at Zell Products Co. P. C. 
Pokrop, Aug. 


Heating, Residential 


All-electric Capehart Housing Develop- 
ment for Little Rock Air Force 
Base endorsed (N) Aug. 26. acs 

American G&E broadens water ‘heater 
element range (N) Dec. 30. 1% 

Consolidated Edison unveils all- 
electric apartment’ kitchen 
July 29..... 

Do we want the water heating busi- 
ness? (Ed) July 


How to sell 240 electrically- heated | 


homes. H. A. Stroud, Sept. 

Indiana co-ops warm on electric heat 
(N) Aug. 26 

Now you can predict energy usage in 
terms of temperature, wind, sun and 
appliances. J. B. C. Thomas & 
others (charts & tables) Dec. 16... 

The unrealized promise of electric 
heating (Ed) Dec. 16 

Water heaters—top ten models chosen 
(N) Sept. 30.. 

Water heating: simplify it to sell 
(Ed) I—Aug. 16—69, II—Sept. 
43, I1l—Sept. 

Water stored off-peak can heat and 
cool space. Turnbull & Jamison, 
Nov. 


Hells Canyon 


House may vote on Hells Canyon soon 
(N) July 

Idaho Power _— go-ahead (N) Nov. 
18 


Westinghouse 
July 15.. 


Alabama is through waiting—Bouldin 
(N) Nov. 

Alabama Power granted license for 
Coosa River project (N) Sept. 16.. 

Australia stakes $1-billion claim on 
Snowy Mountain’s 2,620-Mw payload, 
Sept. 2.... 

Australians test new treatments 
halt plant growth in supply races 
(N) Dec. 

British Columbia project of 3,000 Mw 
is under study (N) Dec. 

Canada—mountain gets built-in 
powerhouse (N) Sept. 23.......... 

Central Maine Power Co.'s automatic 
controls put spinning reserve on 
line in 9% seconds. H. G. Marshall, 
Aug. 26.... 


(N) News. (R) Reference Sheet. 
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83 
49 


Hydro Stations (see also Capacity Additions) 


*75 
95 


*82 


July-December, 1957 





Chelan PUD studies low bid 
Rocky Reach (N) Aug. 12.. 

Denver, Colo. water board 
Byaro. (3) AUB. BBs ccccccceccone 

Duke Power's Allen Unit to have 
Wheeler circulator pumps 
Aug. ee 

Duke Power Co. seek’s hydro. project 
okay (N) July 16.....-.seseveseses 

Five hydro happenings (N) Dec. 16.. 

Georgia Power and federal government 

solves power problem (N) 


act ‘threat” @ ‘Nov. 

Idaho Power's Brownlee Dam—another 
gain (N) Nov. 25.... 

Indianapolis P&L dedicates H. 
Pritchard station ad July 22. 

McNary Dam—‘fish bowl’ idea may 
revamp dam design (N) Nov. 25. 

Mountain Sheep—Pleasant Valley Dam 
controversy—contrary testimony (N) 
Aug. 12... .cce06 

Mountain Sheep—Pleasant Valley con- 
troversy—Snake dam fight moves 
downstream (N) Aug. 5. 

Mountain Sheep—Pleasant Valley pro- 
ject—stage set for decision (N) 
Dec. ee 

Mountain Sheep—Pieasant_ Valley” pro- 
ject—struggle for the Snake rages 
(N)_ Oct. 

New England Biectric System dedi- 
cates Samuel ‘eereiepes a station 
(N) July 22%.. 

New Jersey P&L ad 
age plan (Mav) (N) Aug. 

Old Portland CB hydro unit 
power Belgian Congo hospital 
Sept. 

Pacific P&L’s Swift Dam—steel- pile 
curtain underseals world’s largest 
earthfill dam, Sept. 

Paradise Dam project drawing stiff 
opposition again (N) Dec. 2 

Priest Rapids Dam capacity to be in- 
creased (N) Dec. 30... 

Priest Rapids Dam may deliver first 
power in the fall of 1959 (N) 
Nov. 236...» 

Puerto Rico’s San Juan_ station— 
short circuit and fire take out 88 
Mw (N) July 1..... 

Pumgot meregs attractive. 

. 8. Loane (charts & tables) Sept. 


studies 


(N) 


Pumped-storage project proves out at 
Blaenau Ffestiniog, North Wales 
(map) Oct. 14..... 

Pyrites discharge operation improved 
at Muskingum River plant. 

& Grubb, Sept. 16 

Russians hit full capacity at Kuiby- 
shev hydro plant (N) Dec. 2...... 

Sacramento MUD issued license for 
proposed Upper American River 
Project (N) Sept. 16 

Schoellkopf spins 48 — oe later 
‘N) July 

a - sa s No. 


M. ships second suaner to 
Chief Joseph Dam (N) Oct. 7.. 
Southwest hydro studied (N) et. 21. 
Sweden's State Power Board providing 
hostesses at tourist-attracting hydro- 
electric plants (N) Aug. 5. 
Tri-Dam Project nears anne ni 
(map) (N) Aug. 19..... 
Union Electric cancels” plans to” bulid 
proposed pump storage project (N) 
Nov. 18 
U. S&S. hydro tempo takes 
(N) Dec. 30. 
Washington Public. Power 
study Ben Franklin dam 
(N) Aug. 26...... 
Western drought relaxes tight grip— 
water outlook for major hydro 
plants. Newmeyer & Riesbol (table) 


an upturn 


votes 
project 


India 
600 miles of electric 
Oct, 


railway 


Industrial Applications 


Automatic 
cement 
Sept. 


handling cuts labor at 
block plant. P. C. Webb, . 
Automation key to brewery grain 
handling. FE. H. Pechan, Nov. 18. 
Clarksburg, W. Va. modernization of 
water supply system ends water 
shortage threat. 
AUG. Thevcscvcceveucteaees 
Converted crane ends 
breaks. G. J. Alden, Aug. 
Conveyors key to smoother production 
in toy factory, Nov. 26....-....+. 
Egg beater invented (N) Aug. 5. 
Electric power boosts quarry produc- 
tion. F. A. Bewley, Nov. 11.. 
Electric pump and ingenuity clean 
coal. Thomas Ballots, Nov. 4 
Electric steam generator cuts steam 
costs at C. H. Masland & Son. 
PAOeTy;: PU, ROS Tic cccasesesca 


production 


Vol. 148 


-*104 


P. M. Hutchinson, 
*11 


-*120 


116 
(Ed) Editorial. 


Electric steam glue press cures glue 
faster. J. H. Tarbell, Aug. 

Flexible bending machines 
heated coils form plywood, hard- 
board to tricky shapes. Chiodini & 
Merritt, Oct. 14.... 

Hot wire cuts curves in foam. G. 
Wagner, Sept. 

Jersey Shore Steel Co. 
improves mill 
chased electric power. 

Moore, July 15.. 

Mechanization "Aoubies ‘tube plant out- 
put, Sept. . 

Mechanized handling ‘trims plant labor 
cost at Sylvania Electrie plant. 
W. F. Hutchins, Dec. 

Modernization clips brewery produc- 
tion costs. J. E. Parker, Nov. 4... 

Purchased power speeds delivery, 
trims mill costs. Clyde Oberholzer, 
July 

Trim cost, 
lifts. 


raises output, 
operation with pur- 


noise with electric fork 
J. C. Handy, Oct, 28 


and Welfare) 


Insulating Oils 


Oil reclaiming process saves 10.5% 
for Virginia Electric & Power Co. 
O. R. Compton, Nov. 


Insulation 
Fabri-Seal insulation fails 
tation unharmed (N) Nov. 
Insulated open wire cuts costs 
aaa slaeimme A, A. Mall Jr., Sept. | 


a repu- 


snaaniaae stack rates for 138 kv. 
B. Weaver, Nov. 18 

Insulator with new ceramic 
marketed by GE (N) Oct. 


Interconnections 


Austria tests 
o—r 


line to Italy 


tamale link between Maine PS 
and New Brunswick Electric Power 
Comm. completed (N) Dec. 30 

Pooling reduces reserve need—collec- 
Suly operation of Texas systems, 
u Ds asain 

Study. effect of area interconnections. 
ze K. Kirchmayer & others (charts) 
Sept. 


Iran 
Plans its own TVA (N) Oct. 


L 


Labor (see also Employee 


Welfare) 


American & Foreign Power Argentine 
subsidiary calls for protection 
against mob violence in Gualeguay- 
ehu (N) Aug. 5. 

Florida P&L strike (Ny) July 22...... 

‘Power-up’ to offset labor dearth, 
NEMA hears, Nov. 25. 

$15-million pay hike at Westinghouse 
(N) Oct. 21...... 

Westinghouse ups bepecepel (N) 

18 


Training 


Nov. 


Atomic Blectric "plant 
struction union opposition fails to 
materialize (N) Nov. 4.... 


Latin America 


American & Foreign Power Co. hails 
political progress (N) July 15.... 


Legislation 


Civilian reactor program battle flares 
(N) July 22 

Federal er feels 
July 

House haits federal 
Aug. 

Joint Committee on Atomic Energy 
writes construction bill (N) Aug. 


reactors 


Lobbying bill 


“seen to stir Congress 
fight. V. C. Richter, July 8 

Partnership keynotes 85th’s box score 
(N) (table) Aug. 26.. 

Power bills tangle in 
snarl (N) July 15 

TVA titan in '58: carte blanche or 
controls? (N) Dec. 


Lighting 
Florida Power's educational 
lectures, July 2 
eet in outheer lighting—report, 
u ahWaee 
Outdoor lighting follows changing 
yocee of our living, T. R. Jordan, 
uly 2 
Garden lighting: a residential plum, 
uly Ra bee nwa 
Garden lighting grows among Ha - 
waiian palms, Stanly Skuk, Seip 2 


*Illustrated. (N) News. 


lighting 


‘Industrial Relations (see Employee Training 


and 


*114 


*87-102 


*88 
*90 
*92 


Tt’s outdoor lighting that pulls the 
commercial dollars today. July 22. 

6 points to sell commerciai — 
lighting, July 22. . 

Demonstrate and sell outdoor Vight ‘- 
ing, July 22 ...+.--- 

Outdoor lighting will boost gas pump 
sales, July 22. 

Recreation lighting: ‘sell it by “‘town- 
ful”, July 22 

Idlewild “daylight” 
July 22 

Industrial lighting here’s where you, 
find the big ones, July 2 


Sell the lighting—but keep the lights, 
*102 


July 22. 

1957 International Lighting Competi- 
tion (N) Dec. 2 

1957 International Lighting Competi- 
tion—How winners handled lighting 
(N) 1. Dec. 2 *50, 2. . 9 68, 
3. Dee. 

Outdoor lighting and 
birthright (Ed) July 2 


Lighting, Commercial 


Build bank on 
(N) Nov. 4.. 
Christmas lighting around the world, 
Dec. 23 

Color lighting boosts auto sales. D. 
Cc. Statham, July 22 

Demonstrate and sell waepoer lightir. z. 


July 22. 

Electric light grows pom- poms 
Florida. Lowis Carlton, Oct. 14. 

Floodlight Grand Coulee (N) 
22 

Familiar “Spirit of ‘76” is relighted 
(N) July 1 

General Electric’s Nela Park lights 
24th annual outdoor Christmas dis- 
po ag OE. See 

Idlewild “daylight” never ends, July 
29 


“light” foundation 


Indianapolis P&L lights parks, streets 
in annual program. J. 
Sept. 16 
Infrared lamps when placed on hard- 
wood flooring kills beetles and ter- 
mites in 5-10 minutes (N) Aug. 
the 
July 


2 
It’s outdoor 
commercial 


lighting 
dollars 


that pulls 
today, 


Lighting experts fight fog on high- 
ways (N) July 22 

Luxury motel hosts 
electrically. M. I. 
16 


all- 
Dec. 


its guests 

Stalheim, 

Outdoor lighting under 
Lighting 

Outdoor lighting will boost gas pump 
sales, July 22 

Recreation lighting: 
ful”, July 

6 points to sell 
lighting, July 

TVA test: boost pine growth with light 
(N) Sept. 

Utah P&L provides free electricity for 
holiday lighting (N) Dec. 23 


report see 


sell it by “town- 


commercial 


Lighting, Industrial 


Airpax Products lighting system 
spurs transformer production, cuts 
rejects. W. H. Servary, Nov. 25.... 

Douglas Aircraft installs 22 acres of 
light (N) Sept. 9 

Engineered lighting boosts efficiency 
at Continental Can Co. machine 
shop. H. M. White, Oct. 7 


outdoor 


*120 


*46 


GE jostton 1,000-foot candle lighting a 


system (ND July 15 

Hetherington & Berner’s new lighting 
puts an end to production delays. | 
Paul Kimball, Dec. 16 


Industrial lighting: here's where ye ou aa 


find the big ones, July 22. 

Lighting system in machine shop of 
Shepard Niles Crane & Hoist Co. 
lifts crane output. L. L. Sweetland, 

lighting see 

Lighting 


report 


Lighting, Residential 


Consolidated Edison unveils all-electric 
apartment kitchen (N) July 29. 
“Family room” is target of GE fall 
lighting push (N) Sept. 2....... 
Garden lighting grows among Hawai- 
ian palms. Stanley Skuk, July 22. 
Garden lighting: a residential plum, 
July 22 e 

Lighting and the monk ‘who staked 
his all (ED) July $ 

Outdoor lighting report 
Lighting. 

Reddy Kilowatt, Inc. “eye guard” for 
better lighting (N) Dec. 


see 


Lighting, Street 


Boost lighting in 160 Montana towns, 
July 

Carlinville, [Ill new 
trouble (N) Aug. 

Dayton P&L experimental street light- 
ing uses continuous strand of fluor- 
escent down the middle of the 
street, July 1 


“white way” 


(R) Reference Sheet. 





ments with hi fre- 


Detroit expert 
wer street lighting (N) Nov. 
vant N. Y. gets “fluorescent ‘street 
ee in downtown area (N) 
Indianapolis P&L lights parks, streets 
= —_ program. J. D. 
ept, 
Phitndetphis’s 7,500 gas street lamps 
will burn day and night (N) 


Dec. 2 

St. Albans, Vt. ups its lighting eS. 
gets “new look”, Oct. 21 

Seeing is believing—(N) Sept. 2 


Litigation 


Co-ops explore anti-trust suit against 
private utility groups (N) Nov. 25. 
Iowa P&L r/w film aids company in 
court suit (N) July 29 

Los Angeles Dept. of Water & Power 
brings “friendly suit” against Metro- 
politan Water District, Southern 
Calif. (N) Dec. 30 

Right-of-way acquisition across Indian 
ee ee suit (N) Aug. 


$750,000 verdict against Common- 
wealth Edison and Northern Illinois 
Gas Co. (N) July 22 


Load Characteristics 
Commercial cooking: 
syeoerts (charts & 


3rd 
tables) 


survey 
Sept. 


67 winter peak may take growth leap, 
beating summer's gain (charts) 
Dec. 

How much reserve do you have? K. M. 
Smith (charts) Sept. 

Lighting and the monk who staked 
his all (Ed) July 8 

Neededi—better check 
loads (Ed) Oct. 7.. 

957 summer peak loads top 1956 
total by 7% (table) (N) Sept. 23.. 

Now you can predict energy usage in 
terms of temperature, wind, sun 
and appliances. J. B. C. Thomas 
_* others (charts & tables) Dec. . 

Rates for the big six load aes 
(Ed) Dec. 9 

Residential load study is key to the 
future; does your company use it? 
Fulford & Sharkey, Dec. 

Sputnik spikes a load curve over 
New England Electric System's 
area (N) Dec. 

Ten big decisions for 1958—report 
2. How can we lick the summer- 
peak problems of weather sensitive 
loads? Dec. 

Unit values of current, kva and their 
vector relations for Ikw, 100v, at 
various pf. F. C. DeWeese (table) 
July 15 

Water stored off-peak can heat and 


cool space. Turnbull & Jamison, 
Nov. 1. 


on customer 


Maintenance 


Allis-Chalmers’ service 
maintenance of 
Sept, 

Arizona PS adapted street light speeds 
wnt line maintenance work, Nov. 

Atmoseal 


vehicle for 


regulators 


system has new features. 
. J. Degnan & others, Sept. 9.... 
A-power lubricants cost 10% more 
(chart) Nov. 256 
om iron pipe ee simplified. J. 
B. Osborn, Nov. 11. 
Causes of »oiler- tube “jeakage traced. 
Cc. E. Shay, Aug. 19 
Coil presses designed to speed motor 
pee J. N, McGinnis Jr., July 


Cocler backwashing method is saver 
- Sporn Plant. J. 


Dayton P&L paints trucks, 
DeVilbiss units (N) 


Dry cleaning saves control-air filters. 
James Haley, Dec. 

Gauges studded boiler tube erosion. | 
R. 8S. Lease, Oct. 

Hacksaw device draft 
repair, Nov. 

Helicopter patrols transmission lines 
effectively, economically for Phila- 
delphia Electric Co. 

Name, July 

ae, crane speeds plant mainte- | 
nance, Sept. 

Jig. eee 


meters 
Aug. 


speeds 


turbine 


Jig speeds. valve dismantling. W. 
ayes, Nov. 
Line maintenance tools: 
and care (R) Aug. 26.... 
Line Material uses automated process 
for painting transformer 
CN) July 8 


(Ed) Editorial. 


*114 


°96 


Blythe, 
12 


*81-88 


79 


H. Grimes, July - 


ee” 
112 


Live-line tools: protection and care 
CR) AUB. UB.sccccscseccccccessces 
Micarta saves as covering on alumi- 
num leads. Seymour Cambias Jr., 


Dec. 
Portable fluid transfer tank, July 22: 
Pyrites discharge operation improved 


at Muskingum River plant. Ellis, 


& Grubb, Sept. 16.. 
Revised hopper doors cut labor. 
Green, Dec. 9. 
Silicone aids in eliminatin 
replacement costs (N) Oct. 
Small shed permits work during rain 
re Texas Electric Service eo. Nov. 


=~ arnished 


109 


*84 
112 


Stop conservator transformer oil leaks. one 


B. E. Ellsworth, Sept. 
Toledo Edison's special truck cuts 
auto service costs. J. L. 
July 15 
Turning preserves ash- removal piping. 
M. Lynch, July 8 
Ultrasonics speed 


meter register 


= Dye & Howard (tables) ‘ 


5 

utility chair speeds manor mainte- 
nance, July 8 

Wood preservative use 


““increased 1 x in 
1956 (table) (N) July 8 


Management 


Arkansas Louisiana Gas Co. to enter 
power fleld (N) Nov. 26 

Armstrong, George: Louisville G&R’s 
hard-working chief, July 22. 

Develop young men, declares 


Stultz, new Potomac prexy 
Nov. 


Power Co. (N) Sept. 

Fairman, Floyd ae ey, Utilities 
busy new chief (N) Sept. 16 

Financial seminar ere pamper pag 
ment view (N) Oct. 14. 

Library should serve all. 

July 1 

A look ahead: utilities must grapple 
with bigness—Ebdon (N) Nov. 18. 

Nichols, Larry—Superior WL&P’s 
spoken skipper, Aug. 5 eeees 

Photos aid engineers and manage- 
ment. R. C. Dietrich, Oct. 21...... 

Realistic use of weather data can 
help sharpen 
and cut costs (N) Nov. 

Residential load study Te key to the 
future; does your company use it? 
Fulford & Sharkey, Dec. 9 

Sacramento Municipal Utility Dis- 
trict—chain reaction (N) Sept. 9. 

Self-preservation—political or educa- 
tional (Ed) Nov. 26 

Servel A. C. purchases sketched by 
Askaneas Louisiana Gas Co., Nov. 


Hazen—top man down east 
at Maine Public Service, July 8.... 
Ten big decisions for 1958—report 
(charts) Dec. 30 
To hold industry leadership, ‘Keep 
a step ahead”: Clark (N) Dec. 23. 
Utah P&L “brainstorms” help prepare 
for snowstorms (N) Nov. 18 
West Penn writes down its policy— 
here’s how it tackled the job. 
John Mueller, Nov. 
Westinghouse reports on developments 
(N) Dec. 30 
What makes a good manager? 
paeen & Flaherty (charts) Sept. 


Materials (see also 


Handling 
lers) 
Automatic handling 
cement block plant. 
Sept. 
Bunker grating at Tanners 
Plant improved. V. C. Fay, Dec. 9.. 
California Electric Power gets giant 
A-C condenser, largest ever shipped | 
in one piece (N) Nov. 11 
CEI proposes truck lift (N) Oct. 28.. 


cuts labor at 


Dec. 


soft- 
. 


ppeceting efficiency 
. 


*72 


*55-65 


Trucks and 


*84 


Coal—what is its true cost? (tables) fs 
39 


Conveyors key to smoother production 
in toy factory, Nov. 

Georgia Power prevents 
saves space with bushing storage 
racks. A, W. Shelhorse, Sept. 2.... 

Gin on line truck carries large reels, 
Aug. 

Girk’s meter saver (N) ‘Aug. 

Huge stator rumbles through San 


119 


Francisco to Pacific G&E’s Hunters ‘ 


Point plant (N) Dec. 2 

Hydraulic crane speeds plant main- 
tenance, Sept. 

Hydraulic derricks prove oe oe aay 
at Indianapolis P&L, July 2 

Hydraulic lift gates save on meter 
handling. H. G. Nold, July 29.... 

King-size condenser goes to AEP 
Co. (N) Oct. ° 

Mechanized handling trims plant 
labor cost at Sylvania Electric plant. 
W. F. Hutchins, Dec. 30 ie 

Mobile equipment speeds at 
Southern California Edison,July 8.. 

Power rig raises transformers easily. 
Leslie Buford, Dec. 23 

Royal Hlectric wraps connectors in 
plastic (N) Aug. 12.......... 


*Illustrated. (N) News. 


sees 


*59 


*139 
(R) Reference Sheet. 


Steel crate protects hushingn A. W. 
Shelhorse, Aug. 6. 
Trim cost, noise with _siectric fork 
lifts. J. C. Handy, Oct. 2 
Westinghouse ships by 
railroad car (N) Aug. 1 
Westinghouse shows how to haul a 
giant, Dec. 


Metals 


Aluminum production i) July ment 
Aug. 5 

Copper production 
Aug. 5—107, Sept. 9 


Meters and Measuring 


Girk’s meter saver (N) Aug. 26 

Houston L&P special setup tests tong 
test ammeter, Sept. 

Hydraulic lift gates save on meter 
handling. H. G. Nold, July 29 

Meter records—a field for automation 
(Ed) Aug. 5 

Meter-relays actuate 
monitoring (N) July 

Metering 1i-ph 3-w service over 100 
amp (R) Sept. 9.......- 

Murray Mfg. will market 
meter by-pass (N) Dec. 16 

New meter ay two-electromagnet 
stator, Aug. 

New meter Stine unit weighs less. 
F. R. Keller, Dec. 23 

1-stator, 1-rotor unit meters 4-wire, 
$-phase. H. W. Griffith Jr., Sept. 
9 


Sangamo builds big shunts to aid 
power measuring (N) Sept. 30 

Sangamo gives its watthour meters a 
lifetime guarantee (N) Oct, 

Sangamo increases prices on meters 
(N) July 1 

Sangamo 
(N) July 29 

Sangamo 
meters (N) July 

Specification data for watthour meters 
(tables) (R) July eeuas 

Temporary test meters installed 
quickly. J. J. Wolkan, Nov. 11. 
2-stator wye meter offers flexibility. 
J. H. Patton, July 15 

Ultrasonics speeds meter 
cleaning (tables). Dye & 
Aug. 6 

Vapes sampling technique cuts a” 
testing cost. W. C. Harrison, July 
15 


register 
Howard, 


70 
*88 
136 
41 


introduces network meter a 


tells olic. on polyphase 
n :. 125 


*76 


°72 


Microwaves (see Communications, Controls) 


Modeis 
Models used to sell transformers (N) 
Sept. 2 
Seale model speeds job 
Cc. C. Wing, Sept. 2 


instruction. 


Motors 


Canned motor pump works well Vir- 
ginia Electric & Power finds, J. R. 
Slack, Dec. 

Coil presses designed to speed motor 
repairs. J. N. McGinnis ve July 
1 


Dow Corning shoots rays at silicone- 
insulated motor (N) Nov. 25 

oe millionth motor (N) Sept. 
3 


Synchronous motors drive Memphis 
Condenser pumps (N) Fos 30 

£,300-v radial economic for motors. 
J. A. McLellan, July 

Westinghouse adds Worth plant for 
F-HP motors (N) July 22 


Municipal Systems 


Los Angeles Dept. of Water & Power 
brings “friendly suit” against 
Metropolitan Water District, South- 
ern Calif. (N) Dec, 30 

Los Angeles Dept. of Water & Power 
eyes Arizona site for dam and power 
plant (N) July 29. 

Seattle Department of Lighting 
stalls 980-ton generator . . 
hard way, Sept. 30 

Seattle Lighting & Water Department 
a" cutting complication a 

et. 7 

SMUD awards equipment contract “to 

tanga Pacific Electric (N) July 


“jn- 
the 


SMUD being sued over fire caused by 
short circuit in transformer (N) 


Natural Resources 
Critical Columbia flow (N) Aug. 19.. 
River development—producing power 
only one purpose of river projects 
(N) Aug. ecvcces 
Western drought relaxes tight grip. 
rere & Riesbol (table) July 


New Zealand 


They're drilling for steam to powoer 
a 250-Mw plant, Sept. 


*166 


July-December, 1957 





Niagara Project 


Allis-Chalmers to furnish 12 motor- 
generators Tuscarora an 


Gonssaters ordered (N) Oct. 

New York State’s Power Authority 
ready and set to go (N) July 29. 

Niagara bill expected to be signed 
next week (N) Aug. 19 

Niagara snag is “cheap. politics” 
says Moses; big loan postponed (N) 
Sept. 16 

Passage of wiseare bill seen “sure 
thing” (N) A 12 

Quick action = ‘Niagara compromise 
seen (N) July 1 


Northwestern Activities 


Chelan County PUD and Alcoa reach 
agreement on sale of power from 
Rock Reach hydro project (N) 
July 22 

Columbia Interstate Compact Comm. 
may switch from a ,Tecommending 
to an “action agency” (N) July 22. 

oe strategem in Oregon (N) July 


Lewis-Clark G&E Cooperative formed 
in Pacific Northwest (N) July 1.... 

Mountain Sheep-Pleasant Valley Dam 
controversy—contrary testimony (N) 
Aug. 12 

Mountain Sheep-Pleasant Valley con- 
troversy—Snake dam fight moves 
downstream (N) Aug. 5 

Mountain Sheep-Pleasant Valley pro- 
ject—stage set for decision (N) 
Dec. 

Mountain Sheep-Pleasant Valley pro- 
jJect—struggle for the Snake rages 
(N) Oct. 7 

NELPA hits gas invasion of Pacific 
Northwest (N) July 8 

Pacific NW looks to thermal plants 
(N) Oct. 14 

Washington Public Power votes to 
study Ben Franklin a 
Aug. 2 

Washington State’s Puget *'Souna- 
Cascade region—‘Powerland USA” 
(N) Sept. 2 


Nuclear Power 


AIEB Pacific general meeting will 
 egupapae “atom” papers (N) July 


APPR control features quick check- 
up (N) Sept. 2 

Arco reactor goes critical (N) Oct. 7.. 

Argonne’s “Arbor” to supply boiling 
water reactor data (N) Sept. 16.... 

A-power lubricant cost 10% more 
(chart) Nov. 5 

— when we need it (N) Nov. 


A-progress recruitment aid speaker 
— AEIC-EEI meter groups (N) 
ct. 

Atom review urged (N) Oct, 28 

Atomic alternative—partnership 
Preference (Ed) Dec. 16 

Atomic Energy Authority 
Calder Hall (N) Aug. 5 

AEC’s organic-moderated 
nearly finished (N) July 8 

Atomic insurance okayed by Congress 
(N) Aug. 26 

Brookhaven to get new fuel elements 
(N) July 15 

Carolinas Virginia Nuclear Power 
Associates, Inc. set 4-stage plan 
(N) Dec. 23 

Carolinas Virginia Nuclear Power 
Associates slate heavy water reactor 
(N) Sept. 16 

Civilian reactor program battle flares 
(N) July 22 

Consolidated Edison revises Indian 
Point’s nuclear design. J. F. Fair- 
man, Oct. 

Construction progresses on U. 
atom plants (N) Oct. 

Containment vessel can be reduced 
Kolfat & Chittenden (charts & 
tables) July 29 

Cost rise delays two co-op projects; 
ay Plans get clearance (N) Sept. 


ECAP’s next atom ad to highlight 
progress (N) Sept. 23 

ETRC to reveal vital “family secrets” 
(N) July 22 

ae is key to economic ‘A-power, 
u 

GE vevenia its start toward harnessing 
fusion process (N) July 1 

Germany to get 2 research reactors 
(N) July 22 

Go ahead asked for Power Reactor 
Sa Co.’s reactor (N) Nov. 


Sen. Aibort  calis atom power 

race a grim challenge (N) Nov. 4. 

Great Britain calls atom risks “in- 
surable’ (N) July 15 

Great Britain power rating upped at 
proposed Hinkley Point station (N) 
Sept. 30 

Great Britain’s fast breeder nears 
++ a lpi J. H. M. Sykes, es 


64 
60 
61 


*53 


*106 


Great Britain’s reactor accident— 
Gpimaaseens 3 link seen (N) Nov. 

Great Britain's reactor ‘incident “caused 
by instruments (N) Nov. 26. 

Great Britain’s runaway plutonium 
a jars atom program (N) Oct. 


Britain’s runaway plutonium 
public reaction is critical (N) Oct. 
28 

Homogeneous reactor proposed 
> sag P&L, Westinghouse (N) Dec. 


Homogeneous reactor study is pessi- 
mistiec (N) Oct. 2 

House halts federal reactors (N) 
AUB. IR. .nccccccccsesevsecsessses 

International Atomic Energy Agency 
treaty will expand foreign markets 
(N) Aug. 12 

Italy orders A-plant (N) Dec, 2 

Joint Committee on Atomic Energy 
writes construction bill (N) Aug. 
5 


Law of supply and demand brings 
reappraisal of troubled atom in- 
dustry, Nov. 18 

Needed: more atomic leadership by 
utilities (Ed) Dec. 

Northern States Power Co. slates 
South Dakota site for atom plant 
(N) Dec. 9 

PCEA Hiawalin Conference told get 
into nuclear-power “act’’, Dec. 16.. 

PRDC’s vice president Acker says, 
we may go it alone (N) Aug. 12.. 

Philadelphia Electric directors g0 
“atomic sightseeing” (N) July 8.... 
. . .The race is not to the swift... . 
(Ed) Oct, 14 

Reactor accident can’t happen 
U. 8. say AEC officials (N) Oct. 
Seah e he Ones < es 666b0e 6.0" n sb OHen > 62.08 

Re-examination of civilian atomic 
power program-politics flare 


urges caution in entering 

nuclear fleld (N) Oct. 14 

SEE told nuclear costs will drop (N) 
Oct. 14 

San Diego G&E backs fission research 
(N) July 4 

Sawdust cuts atomic 
Oct. 

Search for a program formula bogs 
down (N) Dec. 16 

Sefpoteapert goes critical 


shippingport nuclear plant will 
“kick” from Exide batteries (N) 
Nov. 25 
a puts out full power (N) 
0 


Shippingport’ reactor coolant system— 
“suspicious” weld repaired (N) 
July 1 

Southern California Edison gets first 
Soumawads of A-power (N) July 


8 

Southwest Atomic Energy Associates 
explores reactor (N) Oct. 

Sputnik fears endanger atom technol- 
ogy—Knapp (N) Dec. 9 

System being designed for pebble- 
bed reactor (N) July 1 

Ten big decisions for 1958—report 1. 
Will we leave atomic power to the 
government—or fight for it? Dec. 


Thermal shield rises at England site 
(N) Nov. 11 

Utility planners wonder: where do 
we go from here? (N) Dec. 2 

Vaseence atom plant dedicated (N) 
ov. 

Vallecitos Atomic Power Plant—first 
a plant goes on line (N) Nov. 


Westinghouse loop will test slurry 
flow in reactor (N) Sept. 23 

Wisconsin Utilities Assn,—three opti- 
mistic prediction made for nuclear 
plants (N) Nov. 18 

Yankee Atomic Electric Co. hearings 
due (N) Sept. 16 

Yankee Atomic Electric plant con- 
struction union opposition fails to 
materialize (N) Nov. 4 

Yankee Atomic reactor safe, 
guards group says (N) Oct. 7 


P 


Poles 


Cleveland Electric Illumination pole 
discards sent to children’s camp 
(N) Sept. 2.. 


Dayton P&L crossarm braces adjust- o 


able for length, July 22 

Does the motorist prefer poles? (Ed) 
Nov. 

Line crews commandeer boats to repair 
pole when high waters back up 
river level near Jefferson, Tex. (N) 
Aug. 26 

Montrose-Kansas City pole problem 
(N) Sept. 16 

Required ground-line diameter for 
standing poles is estimated by this 
quick method. 

(tables) (R) Oct, 21 


Woodpeckers—utilities try chemical 
tactics to squelch destructive birds 
(chart) Aug. ‘ 


Power Policy 


Columbia Interstate Compact Comm. 
may switch from a recommending 
to an ee nrzyeell (N) July 


Federal 
July 

Federal power takes new tack a 
Dec. 1 ° 

Glen Canyon a pact “threat” ‘@) 
Nov. 4 

Growing federal 
issue’ (N) Sept. 

Nixon’s expanding role. V. C. Richter, 
Dec. 9. 

Partnership keynotes 85th’s box score 
(N) (table) Aug. 

Self preservation—political or educa- 
tional (Ed) Nov. 


Power Supply 


An austere Argentina (N) July 29.... 

Georgia Power and federal govern- 
ment pact solves power problem 
(N) Nov. 11 

Power-up America, there’s a job to do 
(Ed) Dec. 


Public Relations (also see Advertising) 


AIEE electronic rummage sale pays 
off (N) Oct. 

Blackburn, Jasper Corp. holds house- | 
warming (N) Oct. 8 

Cleveland Electric Illuminating tite. 

youngster’s big order—partially (N) 
Sept. 16 

Cleveland Electric Illuminating pole 
discards sent to childrens camp 
(N) Sept. 

EEI Industrial Relations Committee’s 
10th Annual Round Table Conference 
will discuss enlarging employee effec- 
tiveness (N) July 8 

Electrical Historical Foundation in- 
ventory progress (N) Aug. 

Fischbach, Harry F. contributes and 
pledges over $400,000 for facilities 
at Technion—Israel Institute 
Technology, Inc. (N) July 22 

Hoover, Herbert leads Hall of Fame 
— to Westinghouse (N) Dec. 


How do your customers ‘feel about 
YOU ?—Motivation Research 
swers, Aug. 12 

Interstate Power istrict managers 
Pave way to good public relations 
(N) Sept. 16 

Interstate Power Co.’s R/W field pro- 
curement pays off (N) Aug. 5 

It doesn’t hiuppen often 
(Ed) Dee. 4 

Kansas City P&L won't bill custom- 
ers whose houses or business estab- 
lishments were destroyed by the 
May 20 tornado (N) July 

Long Island Lighting Eo, 
tree trimming (N) Oct. 

Memorial honors “Father of Traction” 
(N) Sept. 2 

National Electrical Week-Plan, budget 
now for National Electrical Week 
(Ed) Oct. 21 

Newspapers herald Iowa Electric L&@P 
conversion to underground network 
Sept. 16 

Quadrupled public. relations effort 
urged at ELPA meeting (N) 
Sept. 30 

Use ‘rouse- power’ to win over your 
utility customers, R. C. Swartz, 
July 22 

What's a customer? (Ed) July 8 

What is your populerity quotient? 
(Ed) Sept. 23 


Public Utility Districts 


Cheldn County PUD and Alcoa reach 
agreement on sale of power from 
setae Reach hydro project (N) July 


22 

Chelan PUD studies low “bid tor Rocky 
Reach (N) Aug. 12 

Chelan County PUD will supply Alcoa 
Sos interruptible power (N) 
ct 

Douglas County PUD files for 402- Mw 
project (N) Sept. 2 

Grant County PUD to increase ca: = 
- of Priest Rapids Dam (N) 
30 


free service to Clatskanie 

Poeiiee Utility District (N) Dec. 9 

Snohomish County, PUD, to study pos- 

sible power development of two 
streams (N) Dec. 30 


R 


Radio (see Communications) 


Rectifiers 


Silicon good for high-voltage recti- 
fiers. R. E. Willison, Nov. 4 °7 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 





Regulation and Rates 


Arkansas P&L sets special electric heat 
rate (N) July 29....... ° 

Can electric utilities hola 
against further rate 
(charts & tables) Nov. 4 

Inflation pressures rates upward, 
Rocky Mountain Blectrical League 
hears (N) Nov. 11 . 

NARUC annual meeting —wili utility 
rates keep climbing? (N) Nov. 18.. 

Rates for the big six load builders 
(Ed) Dec. 9. 


the’ ‘line 
increases? 


South Dakota's ‘rising use permits 
rates to fall (charts) Aug. 5...... 

Ten big decisions for 1958—report 5. 
How fast must electric rates be 
raised to keep the industry healthy? 
(chart) Dec. 30 

Utilities turn to promotional rates that 
compete, Dec. 

Western Massachusetts Electric Co. 
special rate for the promotion of 
electric heating (N) Nov. 25 


Relays 


Audio tone protects 220-kv link for 
Martins Creek-Siegfried line Oewel 
& Burleson (map) Dec. 23 

Boston Edison test board speeds rou- 
tine relay tests. W. C. Ellis, Oct. 28 

CEI standardizes relay schemes and 
settings. T. BE. Dy Liacco, Nov. 18. 

Coordinated relaying protects process- 
ing at Monsanto wnat. G, O. Hunt, 


pt. 23 

Florida P&L relays” prevent system 
een Cogburn & Kelley, Nov. 

Hazards dictate Telays. 
B. L. Lloyd, Sept. 

High-speed ground switch. Upton & 
Holtz, Oct. 21 

Industrial relaying faces bigger job. 
R. R. Peatfield, Oct. 

Meter-relays to actuate 
monitoring (N) July 

Relay men talk on 
microwave, July 15 

TVA system gains maximum continu- 
ity by load control. Karr & Almon 
Jr., Nov. 1 


generator. 


Research 


Dravo Corp. dedicates research center 
(N) July 8 

GE Cb. developments reported (N) 
Oct.) 21 

General Electric develops Class F 
insulation varnish (N) Nov. 26. 

GE develops double-oriented tron (N) 
Aug. 26 

GE reveals its start toward harnessing 
fusion process (N) July 1 

Hubbard & Co. plans to build develop- 
ment center (N) Sept. 2 

Hubbard & Co, research center to in- 
clude outdoor testing (N) Dec. 23.. 

Light & Vision Institute opened (N) 
Aug. 12 

Pennsylvania State Univ. uncovers 
effective weapons to defend poles 
from destructive birds (chart) Aug. 


5 

Pennsylvania Transformer constructs 
research lab (N) July 22 

Residential load study is key to the 
future; does your company use it? 
Fulford & Sharkey, Dec. 9 

San Diego G&E backs fission research 
(N) July 29 

Ten big decisions for 1958—report 6. 
Is research the number-one chal- 
lenge for we utility manage- 
ment? Dec. 

Westinghouse Lovcigimaniaitles 


11 
Westinghouse Electric has 
oriented steel (N) Nov. 2 
Westinghouse loop will test 
flow in reactor (N) Sept. 23 


slurry 


Right-of-Way 


Connecticut's joint use of transmission 
i meets success (charts) 
ov. 


t a Hy 

quisition (Ed) 

Formulas aid in Rew “Saas (N) 
Sept. 16 

Interstate Power Cos R/W field pro- 
curement pays off (N) Aug. 5 

Iowa P&L r/w film aids company in 
court suit (N) July 29 

Long Island Lighting Co. film on tree 
trimming (N) Oct. 7 

Pennsylvania to share in relocations 
(N) Dee. 2 

Relocation opposition (N) Dec. 16.... 

Righ*-of-way acquisition across Indian 
reservations—law suit (N) Aug. 19 

Ten big decisions for 1958—report 10. 
Can utilities break the costly rights- 
of-way bottleneck? Dec. 30 


in “right-of-way ac- 
Sept 


Rural Electrification 


At inter-industry meet “‘cooperate” is 
key word Oct. 28 aces 
Electric co-ops and othe borrowers 
= need $1 billion a year (N) _ 


(Ed) Editorial. 


VII 


74 


FBE materials available (N) Sept. 9.. 
Inter-Industry Farm Electric Utiliza- 
tion Council's Power Use Workshop 
will be held in Denver, Sept. 29- 


Oct. 1 (N) Sept 2 
Kwhrs replace man-hrs on 
electric farm, Oct. ® 
—— 4° point of view on profits (N) 
1 


New power uses may “bring a virtual 
electrical revolution” on the farm 
(N) Oct. 28 


80 


Texas dairymen grow forage indoors — 


by using heat a to supply ideal 
climate, Sept. 9 . 


Rural Electrification Administration 


eee. co-op pen battle brews (N) 

uly 

Oklaioma’s Gov. * Gary says REA’S 
dream of taking over “whole power 
system (N) Aug. 5 

Q: Are Hamil’s “wings clipped? (N) 
Aug. 19 

Reaperniod’ ot REA act sharpens CN) 

REA head urges caution in’ entering 
nuclear fleld (N) Oct. 14 

oer unchanged’: Hamil (N) 
Se 


Russia 


Electrical U. 8S. 
(N) Aug. 

Electricity aah ‘as a sleep treatment 
(N) Dec, 

Full capacity hit at Kuibyshev hydro 
plant (N) Dec. 2 

Gains in power field 
Foote (N) Sept. 16 

Is Russia ahead in de transmission? 
(Ed) Sept. 30. 

Report from Russia. WW) “Suiy 8 

Reports “silent” rock-splitting ex- 
plosions and projected atomic rail- 
way locomotive (N) Dec. 23. 

Teaeees features _" and de. 
J. H. M. Sykes, Sept. 


Rovelepenent paces 


Safety 


Appalchian strings line on towers with 
live 345 kv_W. P. Carter, Aug. 19 
Carolina P&L meter section—thirty 

years of safety (N) July 29 

Dry chemical passes test of trans- 
former fires. E. F. Weaver, Aug. 26 

Duquesne Light—three recommenda- 
tions for safer routine overhauls of 
generators (N) Dec, 2..... 

EEI Accident Prevention Committee 
meeting—resuscitation paerenene 
stressed, Dec. 2. 

Fatal safety lapse “(Ny Sept. 2. 

Fire prevention guide on construction 
jobs (R) Dec. 30. 

Georgia Tech conducts first SEE 
safety course, Sept. 2 .. 

Great Britain’s reactor  accident— 
spetmennmear link seen (N) Nov. 


Great Britain’s runaway plutonium 
pile jars atom program (N) Oct. 21 
Great Britain’s runaway plutonium— 
pane * reaction is critical (N) Oct. 
Great Britain’ 8 reactor incident “caused 
by instruments (N) N 26 
Industrial ate must. "he planned 
carefully. H. Springer, Dec. 16. 
Kane —eoe formula works 
Se cone ae 
Ken: woke Utilities’ demonstrates “the 
live line hazard. J. 
ct. 


R. Thompson, ~ 


. 10 
Lightning’ p “protection of aerial cable 


July 1 ceeseee 
MD's urge mouth- to-mouth ‘Fesuscita- 

tion in first aid, Nov. 4...... 
Ohio Brass features dynagap in ar- 

esters (N) July 1 
Omaho Public Bower District's’ safety 

= qnennee crane contacts GD 

u seeere 

Paneses for hot heads (Ny Oct. 14. 

Pole-top scaffold keeps lineman safe 
(N) Dec. 23....... 

Portable tester checks ‘rubber gloves 
in field, IF. W. Jones, Dec. 

Reactor accident can’t ha pen in U. 8S. 
say AEC officials (N) 28 

Red-end hose oeve. 

McCammon, Sept. 9. 
Relocating groun AAS ‘(N) Jul 
Substation lighting protection Oe 4 

determinants. Ge 

Oct. 

Transformer protection program 
started by “Automatic” . Sprinkler 
Corp. of America (N) July 1 

Tying and sane? .2 kv made safer 
and faster, 

be § = 
Aug. 12 


Bliss (charts) 


tries deionisers (N) 


fires, tests show 


(CN) Oct. 14........ evcevee® 


*Illustrated. (N) News. 


++ -%126 


°77 
82 


68 


*98 


. Wade, Aug. 19..°108 


142 


Why 4di4 generator rotors burst? Ex- 
ert gives the answers. A. W. R 
in, Dec. 2 .... 

Yankee Atomic reactor safe, 

guards groups says (N) Oct, 7 


St. Lawrence Project 


Power dam pace quickens on the St. 
Lawrence (N) Sept. *4 


Sales and Promotion 
Air eneiniones gnpermariet (N) July ‘she 


60% in "56. 
July 8 .... 
American G&E broadens ‘water heater 
element range (N) Dec. 30 
American G&bB’s Snyder plugs heat- 
ing io IABL, Oct. 28.. 
Appliances—men do the shopping in 
appliance stores (N) July 8 
Appliances sold by TV (ND Sept. 2. 
Arkansas P&L employees earn rebate 
for installing electric heat s) Dec. 


9 

Australia— “Live ovens 
Week” (N) Oct. 

Boston Edison Light ‘for Living’ sales- 
ee area. R. B. Brown 
Jr., Ang, 34 seces ° 

Carolina P&L salesman replaces coal 
boilers with heat pumps in Raleigh, 
N. C. office building (N) Dec. 2.... 

Carrier Corp. sees 4% air conditioning 
sales jump in '58 (N) Dec. 30 

Cincinnati G&E sells adequate wiring 
to the builder (N) Aug. 19 ° 

Color lighting boosts auto sales. D. C. 
Statham, July 22 

Commercial cooking—the 
giant’ (Ed) Sept. 16 

Commercial cooking: 3rd survey (re- 
port) (charts & tables) Sept. a. 


Commercial Cooking ‘Fiestas’ up sales 
for —- P&L. R. F. Pflug, a 
Sep 

Conmolidated Edison Co. eyitt electric 
kitchen (N) Dec. 23 

Consolidated Edison unvells ali-elec- 
tric apartment kitchen (N) July 29 

Dehumidifiers sales up (N) Aug. 12. 

Detroit Edison plugs electric heat at 
meetings (N) Oct. 21 

Dishwashers—selling _— and pro- 
motions, Dec. 

Do we want the water “heating 7 
ness? (Ed) July 28. 

Duke Power pins ‘medallion’ ‘on new 
home (N) Dec. 9....- 

Duquesne Light Co. unveils customer 
service center (N) Dec. 30.......--+ 
EEI announces i for sales pro- 

motion (N) Dec. 

—* Fall Range eaten! (N) July 


sth annual. electrical industry forecast 
1957-1970. A. J. Stegeman (charts 
& tables) Sept. 2.... 

ao space heating 1957—report. 

R. Jordan (charts & tables) as. er 

ta — 

FBE materials availiable (N) Sept. 9. 

Fedders Quigan Corp. promotes re- 
verse-cycle heat pumps in winter 
(N) Dec. 9 . 90 

Florida Power “boosts air conditioning 
with “Weather by Wire’’ a July 


15 
Florida “Power's educational, 
lectures (N) July 
GB's Brundage ackens SEE utili- 
ties to get rolling with heat pumps 
now (N) Nov. 11 
GE fall lighting push will 
‘family room’ (N) Sept. 
Home economist has vital appliance 
role, Nov. 25 
Hotpoint-Swift 
rolls up sales (N) Dec. 9 8s 
Housepower survey (charts) Aug. 26.*63- 7 
Local expenditures are going up. 
but methods, techniques are fixed 
Aug. 26 64 
Do you sell contractors on these 
Housepower points? Aug. 26 66 
These two case histories show how 
utilities can arouse contractor in- 
terest—Detroit Ed W. R. Milby In- 
diana PS Leland Holtman, Aug. 26 
NECA’s Burnett gives contractor 
rer views, O. F. Burnett, 
Aug. 26 
How to sell 240 electrically - heated 
homes. H. A. Stroud, Sept. 12 
IAEL meeting runs gamut of morhiae® 
tial sales problem, Oct. 28 *7 
Kansas G&E customers design ‘pat- 
tern homes’ (N) Nov. 25 1 
Kansas G&E goes after electric heat 
business, Aug. 5 
Kwhrs replace man-hrs on an all- 
electric farm, Oct. 7 *142 
“Live Better .. Electrically” indus- 
try report (charts) Aug. 19 
LBE all-electric home unveiled by 
Cincinnati G&E and ne” maga- 
zine (N) Nov. 11 ..++...+ *80 
LBE—’58 target: new home market 
(N) Oct. 14 ..... 79 
LBE makes other plans for "658, Oct. 28 *50 
LBE—Mid-Central utilities beat LBE 
drums, Aug. 


feature 


cookery road show 


(R) Reference Sheet. 


July-December, 1957 





Lone play’s the thing” (Ed) 

ug 

LBE Women’s Conference will be held 
in Chicago, Jan. 9-11 (N) Dec, 30. 

Look Magazine announces awards for 
wiring promotion (N) Nov. 25 

Lost forever to the competition—90% 
of new homes will be served By 
ae Union Gas Co. (Ed) Nov. 


Latitied motel hosts its guests all- 
electrically. M. . Stalheim, 


2 
Medallion Home: 
you (Ed) Oct. 
Miami fair features 10 kitchens (N) 
Dec. 9 . 

NARDA survey pegs appliance dealer 
‘67 headaches (N) July 1 

National Electrical Week salute—the 
electrical industry — how big? 
(charts & table) Dec. 23........... 

National Electrical Week ‘umbrella 
coverage set’ (N) Sept. 

1957-1958: years of growth and sta- 
bility (Ed) Sept. 2 


what it means to 


1957 International Lighting Competi- 3 


tion (N) Dec. 2 

Ohio companies plan heat meet (N) 
Nov. 4 

Omaha Public Power District ‘person- 
alized service’ boosts load. Mrs. 
B. E. Marsh, Nov. 11 

Outsoce lighting report 

ightin 

Port tland GE offers college scholarship 
in contest “Electricity at Work” 
(N) Dec, 9 

Power-up/—your chance for an indus- 
trial load bonus, Dec. 2 

Public Service E&G Co. N. plans 
resistance heating show (N) Oct. 


7 

Radio plugs Housepower; ont will 
spark '58 promotion, Oct. 

Rochester G&E wins NEMA. window | 
display contest (N) Sept. 2 

SEE sales meeting urges dedication - 
electric living, Nov. 25 

Sales research in the age of precision 
(Ed) Nov. 18 

School heat ABC’s eyed by utilities 
(N) Nov. 1 

Southern California Edison kicks off 
dryer campaign (N) Dec. 9 

Southwest utilities meet to promote 
electric heat (N) July 22 

Southwestern Public Service Co. util- 
w office doubles as a showcase Nov. 


Tampa Electric’ 3 panel helps sell heat 
pumps. G. D, Leach Jr., Oct. 14.... 

Union’ Blectric scatters. 
“snowflakes” (N) Dec. 16 

Utilities turn to promotional rates that 
compete, Dec. 16 

Utility sales outlook pegged at Middle 
West Service Co. conference, Nov. 4 

Washington University backs electric 
heat meet (N) Sept. 9 

Washington Water Power’s heat rush 
paying off (N) Dec. 9 

Washington Water Power offers heat 
water now,, pay later (N) Aug. 26 

Water heaters—top ten models chosen 
(N) Sept. 30 

Water heating: simplify it to sell it 
(Ed) I Aug. 16—69, II Sept. 9—43, 


Western Massachusetts Electric Co. 
special rate for the promotion of 
electric heating (N) Nov. 25 


Solar Energy 


The sun has a place in our power 
future (Ed) July 29 

What's the future of solar energy? 
Theodore Baumeister, July 29 


“Standard Handbook” tor Electrical Engi- 


neers” a guide to today’s electrical 
art, Dec. 2 


Standardization 


Experience backs bushing standards 
. W. Hill July 22 
IT&T opens Standards Laboratory (N) 


Aug. 

NEMA transformer ernseresweer 
sound level is target (N) Dec. 2. 
ments? Sept. 

Tomorrow's need more standardization 
today (Ed) Sept. 16 


Statistics 


8th annual electrical industry forecast 
1957-1970. A. J, Stegeman (charts 
& tables) Sept. 2 

Electrical manufacturing 
60% in Canada (N) July 15 

‘67 winter peak may take growth 
leap, beating summer’s 
(charts) Dec. 9 

1957-1958: years of growth and stabil- 
ity (Ed) Sept. 2 

1957 summer peak loads top 
total by 7% (N) (table) Sept 23.... 


(Ed) Editorial. 


Vol. 148 


88 
123 


*108 
Christmas 
. 


84 
82 
82 
90 
80 
49 


47 
43 


82 


66 
75 
66 


Shipments and orders for electrical 
equipment, 1956-1960 (table) Sept. 
9 


Shipments, orders and ei mant- 
facturing capacity for _ electrical 
equipment, 
9 


10th steam station cost survey. J. J. 
Kearney (charts & tables) Oct. 7. 
U. 8S. leads world power picture (ND) 

Sept. 


Steam Stations (see also Capacity 
Additions) 


American G&E tops in most efficient | 
plants (N) Oct. 7 

Appalachian Electric Power Sirsa’ 
Ohio River as site for proposed sta- 
tion (N) Oct. 21 

Arkansas P&L Harvey Couch blast 
laid to steam pipe (N) Nov. 25.... 

Australia is planning three power sta- 
tions (N) Sept. 2..168, Sept. 23.... 

Boston Edison’s Mystic River station 
stator delivered by GE by land and | 
sea (N) July 15 

Central Illinois Public Service to ex- 
pand Meredosia station (N) July 1. 

Commonwealth Edison’s 275-Mw_ unit 
has low heat rate. Schmidt & Greg- 
ory, Oct. 21 

Commonwealth Edison’s Will County 
station installs condenser (N) Aug. 
12 


Connecticut L&P plan for steam plant 
on Manresa Island moves one step 
nearer reality (N) July 15.... 

Cost and performance data of 44 
modern steam stations. J. J. Kear- 
ney (tables) Oct. 

First Central Station's Pearl Street 
‘Miracle’ passes its 75th year (N) 
Sept. 9 

Large C. H. Wheeler condenser ship- 
ped to Consolidated Edison's As- 
toria station (N) Sept. 23 

Load-frequency control runs Niagara | 
stations, Oct. 

Memphis plant and across U. S. the 
pace steps up (N) Dec. 2 

Ohio Power Co.’s Muskingum River 
Plant rolls new unit (N) Dec. 9.... 

Southwestern Public Service Cunning- 
ham Station uses design confirmed 
by experience. E. W. Robinson, 

ct. 

Sporn Plant finds cooler backwashing 
method is saver. J. H. Grimes, July 
8 


10th steam station cost survey. . ds 
Kearney (charts & tables) Oct 7.... 
They're drilling for steam in New Zea- 
land to power a 250-Mw plant, Sept. 


9 

Toledo Edison’s Bay Shore station 
transfer scheme simple, flexible. 
L. EB. Smith, July 8 

Why energy costs differ (Ed) Oct. 14 

Yuma, Ariz. plant will be owned 
jointly by Arizona P.S. and Cali- 
fornia Electric Power (N) Oct. 21.. 


Storms 


But neither snow nor sleet... 
Dec. 9 

National Conference on Applied Mete- 
orology (N) Nov. 11 

They’re working toward accurate. hur- 
ricane forecasts (N) Sept. 2 

Utah P&L “brainstorms” help prepare 
for snowstorms (N) Nov. 18 

Utilities snap back after Hurricane 
Audrey (N) July 15 


Substations 


Aluminum structure sub-station in- 
stalled at Kaiser plant (N) Aug. 26.. 

Community Public Service of Ft. 
Worth, Tex. reports outage caused 
by 5-ft water moccasin (N) July 15 

Control LTC’s to operate in parallel. 
W. C. Sealey, Sept 9 

Corona shields prevent radio interfer- 
ence on 138-kv bus. A. A. Milusich, 
Aug. 5 

Dry chemical passes test of trans- 
former fires. E. F. Weaver, Aug. 26 

Experience backs bushing standards. 

W. Hill, July 22 

Lightning protection has 4 determi- 
nants. T. J, Bliss (charts) Oct. 14. 

Measure quality of transformers. A. N. 
Garin (charts & tables) Aug. 26.... 

Power transformer loading practice 
needs a review! (Ed) Dec. 16 

Power transformer operating practice 
~—-report. Dan Braymer (charts & 
tables) Dec. 


2 
Prefabricated weld fittings join alum- 
inum bus at new Utah P&L sub- 
station. R. A. Radford, Aug. 19.... 
Seattle City Light’s Bothell substa- 
tion—capacitors on 115-kv bus cost 
less. Skone & Moody, July 1 


Selector switches bus mounted 
Duke Power Co.'s Allen Plant. J. 


Structures cut substation cost. 
Shaw, Dec. 23 

Substation grounding practices recom- 
mended. C. P. Zimmerman, Aug. 19 


*Illustruted. (N) News. 


1956-1960 (table) Dec. os 


115 
96 


85 
94 


95 


Vaccum-tube interrupters raise capa- 
bility of disconnects Union Electric 
tests show. R. W. Katterhenry, 
Aug. 19 

Vacuum units switch capacitors. J. W. 
Rittenhouse, Aug. 26 

Washington Water Power ‘simplifies’ 
its substations (N) July 22 

Windsor (Ont.) Utilities Comm. 
stations match surroundings, Nov. 


Switches and Switching 


Carolina P&L controls 23-kv capacitor 
banks economically. Burch Wayne, 
Oct. 14 ° 

Delta-Star Mk-40 switch expanded to 
380 kv (N) Sept. 30 

Fast grounding initiates remote trip- 
ping of transformer’s circuit break- 
ers, Oct. 21 

Gas cylinder in cutout 
break load. Charewicz & Koch. 
Aug. 26 

I-T-E to market new line of switch- 
gear (N) Nov. 18 

Pennsylvania P&I, uses high-speed 
ground switch. Upton & Holtz, 
Oct. 21 

S&C Blectric produces disconnect used 
with loadbreak tool (N) Sept. 23.... 

Selector switches bus mounted at Duke 
Power Co.’s Allen Plant. J. Q. Wray 
Jr., Sept. 30 

Transfers current at 
switch, Oct. 14 

Vacuum-tube interrupters raise capa- 
bility of disconnects Union Electric 
tests show. Katterhenry, 
Aug. 19 

Vacuum units switch capacitors. J. W. 
Rittenhouse, Aug. 26 


System Engineering 


Are summer capacity reserves too 
low? (Ed) Aug. 

Automatic controls aid area loading 
at Northern States Power Co. E. C. 
Glass (map) July 

Computer cuppiante analyzer on BPA 
system, July 15 

Connecticut’s joint capacity planning: 
how it works and what it can do 
for you, Dec. 2.. 

Cooperative computer centers have 
many merits (Ed) Dec. 

Daystrom automizes turbine-generator 
information (N) Sept. 23 

Digital computer takes over load flow 
calculations at American G&E. 

P. St. Clair & others (map) Sept. 


0 

Don’t squeeze out the safety factor 
in transient stability studies. W. H. 
Ferguson (charts) Aug. 12 

Duquesne Light Co.’s new dispatch 
center ups Sena. W. C. Bryson, 
July 1 eae 

EEI report views” ‘systems planning 
trends (charts & tables) July 15. 

‘Early Bird’ loading computer doubles 
estimated yearly saving of the South- 
ern Co. Nov. 25 

Electronic computers — versatile 
giants (N) Nov. 25 

Fuel cost cut by linear programming 
of generation, Nov. 4 

Gompertz curves aid utility growth 
Predictions. Krieg & Leonard Jr. 
(charts) Sept. 9 

How Consolidated Edison drops load 
(N) Aug. 12 

How much reserve do you have? K. M. 
Smith (charts) Sept. 9 

How to minimize system stability. 
D. B. Brandt & others (charts) 
July 22 

IBM auto-point computer and 
punch unveiled (N) Sept. 30 

Kansas P&L’s Lawrence division cuts 
billing errors by data processing 
machine (N) Aug. 12 

Ontario analyzer data, July 15 

Pacific P&L receives “brain core” 
Datatron computing system 


Plan 5 years ahead for system var 
supply. Farmer & Whitlow, Nov. 
11 

Study effect of area interconnections. 
L. K. Kirchmayer & others (charts) 
Sept. 2 

System planners advised on getting 
most from computer (N) Dec. 16.. 

Ten big decisions for 1958—report 3. 
Will service quality measure up to 
demands of automation and electrical 
living? Dec. 30 

Today's obligation 
needs (Ed) Oct. 7 

Toledo Edison’s Bay Shore station 
transfer scheme simple, flexible. 
L, E. Smith, July 8 


T 


Taxes 


American G&E’s Cook defends amort- 
ization program (N) Oct. 7 

Depreciation to actually replace prop- 
erty (Ed) Oct. 28 


(R) Reference Sheet. 





Fast writeoffs—shotgun or boomerang 
(Ed) July 22 

Rapid ammottinntion finale (Ny Aug. 19 

Rule changes on liberalized deprecia- 
tion debated at FPC nears CN) 
Sept. 23 

Rule changes on liberalized deprecia- 
tion utilities ask: why change rules? 
(N) Sept. 30 

Ten big decisions for 1958—report 8. 
Should we risk using liberalized de- 
= or take the safe course? 


30 
What next for liberalized deprecia- 
tion? (N) Aug. 26 
Why the hassle over fast tax write- 
offs? July 1 


Television 


Du Mont eyes ITV field (N) Aug. 5.. 


Tennessee Valley Authority 


Citizens oe self-financing (N) nee. 


25. 

Fiscal ‘finais “(ND Aug. 

Growth in the Valley iN) Dec. -30. 

Jones, Arnold R. appointment draws 
Democratic fire (N) July 29 

Jones, Arnold R.: Ike's choice for TVA 
(N) July 15 

Jones, Arnold R. 
(N) Oct. 

Keeping up with Jones (N) Sept. ° 

Maximum continuity gained by load 
control. Karr & Almon Jr, Nov. 18.. 

Revenues climb (N) Oct. 28 

“Stop attacking TVA” (N) July 8.... 

TVA outlook: era of stormy transition 
(map) (N) Aug. 19 

TVA test: boost pine growth with 
vreau (N) Sept. 

TVA titan in "eB: carte blanche or con- 
trola? (N) Dec. 30.....ceseeeees 
Vital TVA post awaits Senate vote— 
Arnold Jones, center of a Congres- 

sional controversy (N) Sept. 2 
Welch, Dr. Frank J. picked for vvA 
post (N) Nov. 18 


sworn in as ‘director 


Terminology 


Defining - eareediatyenenaes power” (N) 
ee 


Testing and Tests 


AMCA sets up program on fan tests, 
performance (N) Oct. 21 

Boston Edison test board speeds rou- 
a relay oe W. C. Ellis, Oct. 

Build compact ac. ‘tester. “FM. Chit- 
tenden, July 2 

Canned motor sme works well” Vir- 
ginia Blectric & Power mape. 
Slack, Dec. 9 .....++++ 

Containment vessel can be reduced 
Kolflat & Chittenden (charts & 
tables) July 29......0-seescececsers 

EHV study photos help relate tower 


height to flashover rate. Burke & 
Hagerdorn, Sept. 


Hot-line tools at moisture register 
test. Brust & Campbell, Sept. 16.... 

Houston L&P special setup tests tong 
test ammeter, Sept. 2 

Kaiser Steel pipe tested under pres- | 
surized gas (N) July 

New cable testing unit 
Rome Cable (N) Nov. 

New meter testing unit “welighs less. 
F. R. Keller, Dec. 23 

Ohio Brass assures capacitor * electri- 
cal tests (N) Sept. 

Ohio Brass develops test for hot sticks 
for BHYV work. 
(tables) Nov. 26...... 

Cee centralizes testing “(Ny leg 


ne at 


6 
Pole line hardware corrosion test (N) 
Aug. 1 
Temporary 
quickly. J.J. Wolkan, Nov. 
Test ee for fire hazard “use | 
(N) Se 9 
Tests bus ~. porcelain for pin holes. 


test meters installed | 
11 


George Shombert Jr., Aug. 12 
Vepco sampling technique cuts meter 
ee cost. W. Harrison, July 


Transformers 


116 


«+9104 


Atmoseal system has new features. 
*5 


W, J. Degnan & others, Sept. 9 

Brown_ Boveri ships transformer for 
| oo Lana Power Project ), 
ug. 

Detroit Edison “gets 360 Mva trans. 
former (N) Aug. 5 

Dry chemical passes test of panes” 
former fires. E. F. Weaver, Aug. 26 

Fast grounding initiates remote trip- 
ping of transformer’s circuit break- 
ers, Oct 21 

Gas-filled transformers vie with ofl- 
filled (N) Dec. 9 


GE pe gg medium transformer lab 
* 


(N) Se 16 


*60 


*56 
72 


GE's LTC. techainiain built on bushing | . 
*134 


{(N) Aug. 

GE price cut “Nj Dec. 16 

Lower sound ne - poet of NEMA 
standard (N) D 2 


(Ed) Editorial. 


Measure quality of transformers. A. N. 
Garin (charts & tables) Aug. 26.... 

Models used to sell transformers @o 
Sept. 

PD transformers outlined in” new “40: 
page book (N) Nov. 18 .... 

Power transformer loading practice 
needs a review! (Ed) Dec. 16...... 

Power transformer operating practice 
—report. Dan Braymer ee » 
table) Dec. 23 

Pre-fab cells 
(charts) Aug. 1 

Sangamo increases = ‘on * trans- 

formers (N) July 1 es 

Smaller current transformers “match 
breaker ratings. Conongla 
(charts) Aug. 5 

Stop conservator transformer oil leaks 
B. E. Ellsworth, Sept. 23 

Toledo Edison’s new transformer 


records save clerical time. George | 


Roberts, July 22 

Transformer makers see noise levels 
going down (N) July 1 .. 

Transformer protection program 
started by “Automatic” Sprinkler 
Corp. of America (N) July 1 

Vapor-cooled transformer placed 
service at Consolidated Edison of 
N. Y. (N) Oct. 21 

Westinghouse ships by three-part rail- 
road car (N) Aug. 1 

Westinghouse shows how to haul a 
giant, Dec. 


Transmission 


AIEE Fall General Meeting—lightning 
— transmission session (N) 

ov. 

American G&E field-tests new tower 
and twin-bundled conductors at 345 
kv. EB. 8S. Zobel, Dec. 9.. 

Appalachian strings line on towers 
with live 345 kv. W. P. Carter, 
Aug. 19..... 

Audio tone protects 220- kv “link for 
Martins Creek-Siegfried line. Oewel 
& Burleson (map) Dec. 

Canada—power restored at Kitimat 
(N) Dec. 23.. 

Columbus & Southern Ohio Blectric 
scheme transfers aerial line survey 
to ground. W. A. Horton, July 29.. 

Connecticut’s joint capacity planning: 
how it works and what it can do for 
you. Dec. 2. ecccssece 

Connecticut’s joint use of transmis- 
== facilities meets success (charts) 

ov. ‘ 

Costs favor de ‘over “ac bulk transmis- 
sion, July 1 ovcccceccee 

Dayton P&L crossarm braces “adjust- 
able for length, July 22 eves 

Demand curves aid T&D fone. R. EB. 
Sinclair (charts) Oct. 14........+.. 

Design problem: how = maintain 
tower clearances at low tempera- 
ture. H. B. White, Dec. 9 

EEI report views systems planning 
trends (charts & tables) July 15. 

EHV study photos help relate tower 
height to flashover rate. Burke & 
Hagerdorn, Sept. 9 eeeee 

8th annual electrical industry forecast 
1957-1970. A. J. Stegeman we & 
tables) Sept. 

Germany—380-kv — energized ‘(N) 
Nov. 4 seeccerrecescesece 

Helicopter patrois transmission lines 
effectively, economically for Phila- 
won Electric Co. J. M. Van 
u ‘ 

Horizontal borer saves cr] “duct” bank 
au at Consolidated dison, Sept. | 

Idaho Power technique “shoots Pity 
holes per crew-day in solid rock. 
W. G. Bartl, July 8 

Iowa companies map growth in ‘sur- 
vival’ plan to save $140 million 
(map) Oct. 28 

Is Russia ahead in dc transmission? 
(Ed) Sept. 30. 

New Zealand's Cook "Strait submarine 
link to be 250-kv de (map) Aug. 12 

Northern States Power Co. arrester 
seiere blacks out Twin Cities (N) 

ov 

PEA Assn. hears utilities will spend 
most on transmission and distribu- 
tion (N) Dec. 

Philadelphia Electric joins 69-kv pipe- 
type to oil-filled cable. R. H. Bol- 
ling, Nov. 11 

Public Service Blectric & Gas pipe 
eable gains extra Mva. J.aA. Puls- 
ford, July 

Russian oneionee features EHV 
and dc, J. H. M. Sykes, Sept. 30.. 

Southern California Edison helicopter 
starts a 2-ton shuttle to clear rug- 
ged terrain (N) Oct, 21 

Test developed for hot sticks for BHV 
om D. C. Hubbard (tables) Nov. | 

Transmission. work on set fast pace, 


55 
*166 
122 

83 


42 
90 
98 


60 


80 
67 
*110 
83 


*73 
75 


*62 


91 
64 


Name, 


(N) (chart) Oct. 7. evenoeth 


Union Blectric tests ‘show vacuum- 
tube interrupters raise capability of 
a nannene R. W. Katerhenry, Aug. 


19 

Union Electric tries 
Aug. 

Vermont Electric Power sets first pole 
of 5,600 which will carry power from 
St. Lawrence Project (N) Aug. 5.. 


deionisers (N) 


*44 


Woodpeckers—utilities try chemical 
tactics to ansen. Sonne wae 
(chart) Aug. 5. cows 


Trucks and Trailers (see also Materials 
Handling) 


Highway Trailer helps develop earth 
borer (N) July 8.. . 

Mount ladder on hydraulic truck “aer- 
rick. W. R. Bickel, Sept. 23........ 

Public Service Co. of Colorado under- 
ground truck works narrow alleys, 
Dec. 

Snow-mud tires cut operating costs at 
Toledo Edison. J. I.. Peck, Dec. 30.. 

Special trailer facilitates moving dig- 
ger for Kansas P&L. R. S. Hunter, 
Sept. 16 ° 

Toledo Edison’s special truck cuts 
16 .. 

Truck speeds wire dispensing at De- 
troit Edison. R. H. Gabrile, July 22.* 

Two-cab vehicle carries transformers | 
(N) Nov. 4 

Ward LaFrance produces utility teens’ 
bodies (N) Oct. 14 
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